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Election Commission of India-State Elections, 1977 to the Legislative Assembly of WEST BENGAL 


LIST OF PARTICIPATING POLITICAL PARTIES 





PARTYTYPE ABBREVIATION 


PARTY 





NATIONAL PARTIES 
1. CPI 
2 CPM 
3. INC 
4 JNP 

STATE PARTIES 
5.  FBL 
6. MUL 
7. RSP 


COMMUNIST PARTY OF INDIA 
COMMUNIST PARTY OF INDIA (MARXIST) 
INDIAN NATIONAL CONGRESS 

JANATA PARTY 


ALL INDIA FORWARD BLOCK 
MUSLIM LEAGUE 
REVOLUTIONARY SOCIALIST PARTY 


REGISTERED(Unrecognised ) PARTIES 


8. BBC 

9. IGL 
10. JKD 
11. MFB 
12. RCI 
13. RPI 
14. SUC 
15. WPI 

INDEPENDENTS 
16. IND 


BHARTER BIPLABI COMMUNIST PARTY 

ALL INDIA GORKHA LEAGUE 

JHARKHAND PARTY 

MARXIST FORWARD BLOC 

REVOLUTIONARY COMMUNIST PARTY OF INDIA 
REPUBLICAN PARTY OF INDIA 

SOCIALIST UNITY CENTRE OF INDIA 

WORKERS PARTY OF INDIA 


INDEPENDENTS 
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OTHER ABBREVIATIONS AND DESCRIPTION 








ABBREVIATION 


DESCRIPTION 


Forfeited Deposits 

General Constituency 

Reserved for Scheduled Castes 
Reserved for Scheduled Tribes 
Men 

Women 

Total 

National Party 

State Party 

Registered (Unrecognised) Party 


Independent 
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HIGHLIGHTS 
1. NO. OF CONSTITUENCIES 
TYPE OF CONSTITUENCY GEN sc ST TOTAL 
NO. OF CONSTITUENCIES 218 59 17 294 
2. NO. OF CONTESTANTS 
NO.OF CONTESTANTS | 1 2 3 4 5 6-10 | 11-15 | Abovel5 
IN A CONSTITUENCY 
NO. OF SUCH 0 0 36 | 82 | 64 107 4 1 
CONSTITUENCIES 
TOTAL CONTESTANTS IN FRAY 1572 


AVERAGE CONTESTANTS PER CONSTITUENCY 
MINIMUM CONTESTANTS IN A CONSTITUENCY 


MAXIMUM CONTESTANTS IN A CONSTITUENCY 


3. ELECTORS 


5 


3 


17 IN 29-GOALPOKHAR 























MEN WOMEN TOTAL 

i. NO. OF ELECTORS 14193571 11790903 25984474 

ii. NO. OF ELECTORS WHO VOTED 8476403 6115143 14591546 
iii: POLLING PERCENTAGE 59.72% 51.86% 56.15% 








4. NO. OF VALID VOTES 


5. NO. OF VOTES REJECTED 


6. NO. OF POLLING STATIONS 


7. AVERAGE NO. OF ELECTORS 
PER POLLING STATION 


14329201 


262345 


29281 


887 


( 1.80% 


of Total Votes Polled) 


8. PERFORMANCE OF WOMEN CANDIDATES VIS-A-VIS MEN CANDIDATES 





MEN 


WOMEN 


TOTAL 





i. NO. OF CONTESTANTS 


1543 


29 


1572 





ii. ELECTED 


291 


3 


294 





iii. FORFEITED DEPOSITS 








842 





13 


855 
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LIST OF SUCCESSFUL CANDIDATES 





CONSTITUENCY 
1. MEKLIGANI (SC) 
SITALKUCHI (SC) 
MATHABHANGA (SC) 


Pe a. 


COOCH BEHAR NORTH 


wn 


COOCH BEHAR WEST 
SITAI 

DINHATA 

NATABARI 


SO 100-— SN 


TUFANGANI (SC) 
10. KUMARGRAM (ST) 
11. KALCHINI (ST) 
12. ALIPURDUARS 
13. FALAKATA (SC) 
14. MADARIHAT (ST) 
15. DHUPGURI (SC) 
16. NAGRAKATA (ST) 
17. MAINAGURI (SC) 
18. MAL (ST) 

19. KRANTI 

20. JALPAIGURI 

21. RAJGANI (SC) 
22. KALIMPONG 

23. DARJEELING 

24. KURSEONG 

25. SILIGURI 

26. PHANSIDEWA (ST) 
27. CHOPRA 

28. ISLAMPUR 

29. GOALPOKHAR 
30. KARANDIGHI 
31. RAIGANI (SC) 
32. KALIAGANI (SC) 
33. KUSHMANDI (SC) 
34. ITAHAR 

35. GANGARAMPUR 
36. TAPAN (ST) 

37. KUMARGANI 
38. BALURGHAT 

39. HABIBPUR (ST) 
40. GAJOL (ST) 
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WINNER 

SADA KANT ROY 

SUDHIR PRAMANIK 
DINESH CHANDRA DAKUA 
APARAJITA GOPPI 

BIMAL KANTI BASU 

DIPAK SEN GUPTA 

KAMAL KANTI GUHA 
SIBENDRA NARAYAN CHOWDHURY 
MANINDRA NATH BARMA 
JOHN ARTHER BAXLA 
MANOHAR TIRKEY 

NANI BHATTACHARYA 
JOGENDRA NATH SINGH ROY 
A. H. BESTERWITCH 
BANAMALI ROY 

PUNAI ORAON 

TARAK BANDHU ROY 
MOHAN LAL ORAON 
PARIMAL MITRA 

NIRMAL KUMAR BOSE 
DHIRENDRA NATH ROY 
SUBHA RENULEENA 

DEO PRAKASH RAI 

DAWA NORBULA 

BIREN BOSE 

PATRAS MINZ 

MOHA BACHCHA MUNSI 
CHOWDHARY ABDUL KARIM 
RAMIJAN ALI 

HAJI SAJJAD HUSSAIN 
KHAGENDRA NATH SINHA 
NABA KUMAR ROY 
DHIRENDRA NATH SARKAR 
ZAIMAL ABEDIN 

AHINDRA SARKAR 
NATHENIEL MURMU 
JAMINI KISORE MOJUMDAR 
BISWANATH CHOUDHAURI 
MURMU SARKAR 

SUFAL MURMU 


n 
i 
wn 


Ses £5 SS SF EKEKE KEKE KEKE KEKE KEKE EAE KEKE KEE KEKE KE EEE EEK EE AE EE 





PARTY 
FBL 
CPM 
CPM 
FBL 
FBL 
FBL 
FBL 
CPM 
CPM 
RSP 
RSP 
RSP 











CONSTITUENCY 
41. KHARBA 
42. HARISHCHANDRAPUR 
43. RATUA 
44. ARAIDANGA 
45. MALDA (SC) 
46. ENGLISHBAZAR 
47. MANIKCHAK 
48. SUZAPUR 


49. KALIACHAK 

50. FARAKKA 

51. AURANGABAD 

52. SUTI 

53. SAGARDIGHI (SC) 
54. JANGIPUR 

55. LALGOLA 

56. BHAGABANGOLA 
57. NABAGRAM 

58. MURSHIDABAD 
59. JALANGI 

60. DOMKAL 

61. NAODA 

62. HARIHARPARA 
63. BERHAMPORE 

64. BELDANGA 

65. KANDI 

66. KHARGRAM (SC) 
67. BARWAN 

68. BHARATPUR 

69. KARIMPUR 

70. PALASHIPARA 

71. NAKASHIPARA 

72. KALIGANI 

73. CHAPRA 

74. KRISHNAGANI (SC) 
75. KRISHNAGAR EAST 
76. KRISHNAGAR WEST 
71. NABADWIP 

78. SANTIPUR 

79. HANSKHALI (SC) 
80. RANAGHAT EAST (SC) 
81. RANAGHAT WEST 
82. CHAKDAHA 

83. HARINGHATA 
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WINNER 

GOLAM YAZDANI 
BIRENDRA KUMAR MAITRA 
MOHAMMAD ALI 

HABIB MUSTAFA 
SUBHENDU CHOUDHURY 
SAILEN SARKAR 

SUBODH CHOUDHURY 


ABUL BARKAT ATAUL GHANI KHAN 
CHOWDHURY 


SAMSUDDIN AHMMAD 
ABUL HASNAT KHAN 
LUTFAL HAQUE 

MD. SOHORAB 

HAZARI BISWAS 

HABIBUR RAHAMAN 

ABDUS SATTAR 

KAZI HAFIZUR RAHAMAN 
BIRENDRA NARAYAN RAY 
CHHAYA GHOSH 

ATAHAR RAHAMAN 

MD. ABDUL BARI 

JAYANTA KUMAR BISWAS 
SHAIKH IMAJUDDIN 
DEBABRATA BANDOPADHYAY 
TIMIR BARAN BHADURY 
ATISH CHANDRA SINHA 
DINABANDHU MAJHI 
AMALENDRA ROY 
SATYAPADA BHATTACHARYYA 
SAMARENDRA NATH SANYAL 
MADHABENDU MOHANTA 
MIR FAKIR MOHAMMAD 
DEBSARAN GHOSH 
SAHABUDDIN MONDAL 
JNANENDRANATH BISWAS 
KASHIKANTA MAITRA 
AMRITENDU MUKHERJEE 
DEBI PROSAD BASU 
BIMALANANDA MUKHERJEE 
SUKUMAR MONDAL 

SATISH CHANDRA BISWAS 
KUNDU GOURCHANDRA 
BINOY KUMAR BISWAS 
MALAKAR NANIGOPAL 


n 
= 
A 


SES £5 & EE 





Zs £5 SS SEE EK KEKE KEKE EK EEK KEKE EEK EE AK EK E EEK EE 








84. 
85. 
86. 
87. 
88. 
89. 
90. 
91. 
92. 
93. 
94. 
95. 
96. 
97. 
98. 
99. 
100. 
101. 
102. 
103. 
104. 
105. 
106. 
107. 
108. 
109. 
110. 
111. 
112. 
113. 
114. 
115. 
116. 
117. 
118. 
119. 
120. 
121. 
122. 
123. 
124. 
125. 
126. 


CONSTITUENCY 
BAGDAHA (SC) 
BONGAON 
GAIGHATA 

HABRA 
ASHOKENAGAR 
AMDANGA 
BARASAT 
RAJARHAT (SC) 
DEGANGA 
SWARUPNAGAR 
BADURIA 
BASIRHAT 
HASNABAD 

HAROA (SC) 
SANDESHKHALI (SC) 
HINGALGANI (SC) 
GOSABA (SC) 
BASANTI (SC) 
KULTALI (SC) 
JOYNAGAR 
BARUIPUR 
CANNING WEST (SC) 
CANNING EAST 
BHANGAR 
JADAVPUR 
SONARPUR (SC) 
BISHNUPUR EAST (SC) 
BISHNUPUR WEST 
BEHALA EAST 
BEHALA WEST 
GARDEN REACH 
MAHESHTALA 
BUDGE BUDGE 
SATGACHIA 

FALTA 

DIAMOND HARBOUR 
MAGRAHAT WEST 
MAGRAHAT EAST (SC) 
MANDIRBAZAR (SC) 
MATHURAPUR 
KULPI (SC) 
PATHARPRATIMA 
KAKDWIP 
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WINNER 
KAMALAKSHMI BISWAS 
RANJIT MITRA 

KANTI CHANDRA BISWAS 
NIRODE ROY CHOWDHURY 
NANI KAR 

HASHIM ABDUL HALIM 
SARAL DEB 

RABINDRA NATH MANDAL 
A. K. M. HASSAN UZZAMAN 
ANISUR RAHMAN 
MOSTAFA BIN QUASEM 
NARAYAN MUKHERJEE 
AMIYA BANERJEE 

KSHITI RANJAN MONDAL 
KUMUD RANJAN BISWAS 
SUDHANGSHU MONDAL 
GANESH CHANDRA MONDAL 
KALIPADA BARMAN 
PROBODH PURKAIT 

DEBA PROSAD SARKAR 
HEMEN MAJUMDAR 
CHITTA RANJAN MRIDHA 
ABDUR RAZZAK MOLLA 
DAUD KHAN 

DINESH MAJUMDAR 
GANGADHAR NASKAR 
SUNDAR NASKAR 
PROVESH CHANDRA RAY 
NIRANJAN MUKHERJEE 
RABIN MUKHERJEE 
CHHEDILAL SINGH 
SUDHIR BHANDARI 
KHITIBHUSAN BURMON 
JYOTI BASU 

NEMAI CHANDRA DAS 
ABDUL QUIYOM MOLLA 
CHHOBHAN GAZI 

RADJIKA RANJAN PRAMANIK 
RENUPADA HALDER 
SATYA RANJAN BAPULI 
KRISHNADHAN HALDER 
GUNADHAR MAITTI 
HRISHIKESH MAITY 


n 
i 
wn 


SE E& SF FS SFE EEE KEKE KEKE EK KE EEK KEKE EEE EEE KEKE KE EE KEKE KEKE KE KE EEE EE 





PARTY 
FBL 
CPM 
CPM 
CPM 
CPM 
CPM 
FBL 
CPM 
MUL 
CPM 
CPM 
CPM 
CPM 
CPM 
CPM 





CPM 
RSP 

RSP 

SUC 
SUC 
CPM 
CPM 
CPM 
CPM 
CPM 
CPM 
CPM 
CPM 
CPM 
CPM 
CPM 
CPM 
CPM 
CPM 
CPM 
CPM 
CPM 





CPM 
SUC 
INC 

CPM 
CPM 
CPM 


CONSTITUENCY 
127. SAGAR 
128. BIJPUR 
129. NAIHATI 
130. BHATPARA 
131. JAGATDAL 
132. NOAPARA 
133. TITAGARH 
134. KHARDAH 
135. PANIHATI 
136. KAMARHATI 
137. BARANAGAR 
138. DUM DUM 
139. BELGACHIA EAST 
140. COSSIPUR 
141. SHYAMPUKUR 
142. JORABAGAN 
143. JORASANKO 
144. BARA BAZAR 
145. BOW BAZAR 
146. CHOWRINGHEE 
147. KABITIRTHA 
148. ALIPORE 
149. RASHBEHARI AVENUE 
150. TOLLYGUNGE 
151. DHAKURIA 
152. BALLYGUNGE 
153. ENTALLY 
154. TALTOLA (SC) 
155. BELIAGHATA 
156. SEALDAH 
157. VIDYASAGAR 
158. BURTOLA 
159. MANICKTOLA 
160. BELGACHIA WEST 
161. BALLY 
162. HOWRAH NORTH 
163. HOWRAH CENTRAL 
164. HOWRAH SOUTH 
165. SHIBPUR 
166. DOMJUR 
167. JAGATBALLAVPUR 
168. PANCHLA 
169. SANKRAIL (SC) 
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WINNER 

PROVANJAN MONDAL 
JAGADISH CHANDRA DAS 
GOPAL BASU 

SITA RAM GUPTA 

NIHAR KUMAR BASU 

JAMINI BHUSAN SAHA 
MOHAMMED AMIN 

KAMAL SARKAR 

GOPAL KRISHNA BHATTACHARYYA 
RADHIKA RANJAN BANERJEE 
MATISH RAY 

TARUN SEN GUPTA 

SUBHAS CHAKRABORTY 
BUDDHADEV BHATTACHARJEE 
NALINI KANTA GUHA 
HARIPADA BHARATI 

VISHNU KANT SHASTRI 

RABI SHANKAR PANDEY 
ABUL HASAN 

SANDIP DAS 

KALIMUDDIN SHAMS 
ASHOKE KUMAR BOSE 
ASHOK MITRA 

PRASANTA KUMAR SUR 
JATIN CHAKRAVARTY 
SACHIN SEN 

MD. NEZAMUDDIN 
SUMANTA KR. HIRA 
KRISHNA PADA GHOSH 
BINOY BANERJEE 

SAMAR KUMAR RUDRA 
NIKHIL DAS 

SUHRID MULLICK CHOWDHURY 
LAKSHMI CHARAN SEN 
PATIPABAN PATHAK 
CHITABRATA MAZUMDAR 
SUDHINDRA NATH KUMAR 
PRALEY TALUKDAR 

KANAI LAL BHATTACHARYYA 
JOYKESH MUKHERJEE 

M. ANSARUDDIN 

SANTOSH KUMAR DAS 
HARAN HAZRA 


n 
is 
4 


SEES FS SF KEE KEE KEKE EEE EEK KEKE KEKE KE EERE KEKE KE KEKE EEE KEKE KE EEE EEE 





PARTY 
CPM 

CPM 

CPM 

CPM 

FBL 
CPM 
CPM 
CPM 
CPM 
CPM 
RSP 
CPM 
CPM 





CPM 
FBL 

JNP 

JNP 

JNP 

CPM 
JNP 

FBL 

CPM 
CPM 
CPM 
RSP 
CPM 
CPM 
CPM 
CPM 
JNP 
CPM 
RSP 
CPM 
CPM 
CPM 
CPM 
IND 
CPM 
FBL 
CPM 
CPM 
FBL 





CPM 


170. 
171. 
172. 
173. 
174. 
175. 
176. 
177. 
178. 
179. 
180. 
181. 
182. 
183. 
184. 
185. 
186. 
187. 
188. 
189. 
190. 
191. 
192. 
193. 
194. 
195. 
196. 
197. 
198. 
199. 
200. 
201. 
202. 
203. 
204. 
205. 
206. 
207. 
208. 
209. 
210. 
211. 
212. 


CONSTITUENCY 
ULUBERIA NORTH (SC) 
ULUBERIA SOUTH 
SHYAMPUR 
BAGNAN 
KALYANPUR 

AMTA 
UDAYNARAYANPUR 
JANGIPARA 
CHANDITALA 
UTTARPARA 
SERAMPORE 
CHAMPDANI 
CHANDERNAGORE 
SINGUR 

HARIPAL 
TARAKESWAR 
CHINSURAH 
BANSBERIA 
BALAGARH (SC) 
PANDUA 

POLBA 
DHANIAKHALI (SC) 
PURSURAH 
KHANAKUL (SC) 
ARAMBAGH 
GOGHAT (SC) 





CHANDRAKONA 
GHATAL (SC) 
DASPUR 
NANDANPUR 
PANSKURA WEST 
PANSKURA EAST 
TAMLUK 
MOYNA 
MAHISHADAL 
SUTAHATA (SC) 
NANDIGRAM 
NARGHAT 
BHAGABANPUR 
KHAJURI (SC) 
CONTAI NORTH 
CONTAI SOUTH 
RAMNAGAR 
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WINNER 

RAJ KUMAR MNDAL 
AUROBINDA GHOSAL 
SASABINDU BERA 

NIRUPAMA CHATTERJEE 

NITAI CHARAN ADAK 
BARINDRA NATH KOLEY 
PANNALAL MAJHI 

MANINDRA NATH JANA 

MALIN GHOSH 

SANTASHREE CHATTOPADHYAY 
KAMAL KRISHNA BAHATTACHARAYYA 
SAIDNDRA NATH CHATTOPADHYAY 
BHABANI MUKHERJEE 

GOPAL BANDNOPADHYAY 
BALAI BANDHOPADHYAY 

RAM CHATTERJEE 

SAMBHU CHARAN GHOSH 
PRABIR KUMAR SEN GUPTA 
ABIMNASH PRAMANIK 

DEB NARAYAN CHAKRABARTY 
BROJOGOPAL NEOGY 

KRIPA SINDHU SAHA 
MANORANJAN HAZRA 
PANCHANAN DIGPATI 

AJOY KR. DEY 

NANURAM ROY 

UMAPATI CHAKRABARTY 
GOPAL MONDAL 

PRABHAS CHANDRA PHADIKAR 
MANORANJAN ROY 

SK. OMKAR ALI 

SWADES RANJAN MAJI 
BISWANATH MUKHOPADHYAY 
PULAK BERA 

SASWATI BAG 

SHIBA NATH DAS 

PRABIR JANA 

BANKIM BEHARI MAITI 
HARIPADA JANA 

SUNIRMAL PAIK 

RASBEHARI PAL 

SATYA BRATA MAITI 
BALAILAL DAS MAHAPATRA 


n 
is 
A 


SEE SF SF SF EEK KEKE KEKE EE KE EEK EC KEE KEKE EEE KEKE KEKE EEE KEKE KE EEE KEE 





PARTY 
CPM 
FBL 
JNP 
CPM 
CPM 
CPM 
CPM 
CPM 
CPM 
CPM 
CPM 
CPM 
CPM 
CPM 





CPM 
IND 
FBL 








213. 
214. 
215. 
216. 
217. 
218. 
219. 
220. 
221. 
222. 
223. 
224. 
225. 
226. 
227. 
228. 
229. 
230. 
231. 
232. 
233. 
234. 
235. 
236. 
237. 
238. 
239. 
240. 
241. 
242. 
243. 
244. 
245. 
246. 
247. 
248. 
249. 
250. 
251. 
252. 
253. 
254. 
255. 


CONSTITUENCY 
EGRA 

MUGBERIA 
PATASPUR 

SABANG 

PINGLA 

DEBRA 

KESHPUR (SC) 
GARHBETA EAST 
GARHBETA WEST (SC) 
SALBANI 
MIDNAPORE 
KHARAGPUR TOWN 
KHARAGPUR RURAL 
KESHIARI (ST) 
NARAYANGARH 
DANTAN 
NAYAGRAM (ST) 
GOPIBALLAVPUR 
JHARGRAM 

BINPUR (ST) 
BANDUAN (ST) 
MANBAZAR 
BALRAMPUR (ST) 
ARSA 

JHALDA 

JAIPUR 

PURULIA 

PARA (SC) 
RAGHUNATHPUR (SC) 
KASHIPUR (ST) 
HURA 

TALDANGRA 
RAIPUR (ST) 
RANIBANDH (ST) 
INDPUR (SC) 
CHHATNA 
GANGAJALGHATI (SC) 
BARJORA 

BANKURA 

ONDA 

VISHNUPUR 
KOTULPUR 

INDAS (SC) 
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WINNER 

PRABODH CHANDRA SINHA 
KIRANMAY NANDA 
JANMEJOY OJHA 
GOURANGA SAMANTA 
HARIPADA JANA 

SYED MORAZZAM HOSSAIN 
RAJANI KANTA DOLOI 
SUBHENDU MONDAL 
SANTOSH BISUI 

SUNDAR HAZRA 

BANKIM BEHARI PAL 
SUDHIR DASSHARMA 

SK. SIRAJ ALI 

KHUDIRAM SINGH 
KRISHNA DAS ROY 
PRADYOT KUMAR MAHANTI 
BUDHADEB SINGH 
SANTOSH RANA 

RAM CHANDRA SATPATHY 
SAMBHUNATH MANDI 
SUDHANGSHU SEKHAR MAJHI 
NAKUL CHANDRA MAHATA 
BIKRAM TUDU 

DAMAN CHANDRA KUIRY 
SATYA RANJAN MAHATO 
RAM KRISHNA MAHATO 
MAHADEB MUKHERJEE 
GOBINDA BAURI 

BIJOY BAURI 

SURENDRA NATH MAJHI 
AMBARISH MUKHOPADHYAY 
MOHINI MOHAN PANDA 
APINDRA KISKU 

SUCHAND SOREN 

BINODE BEHARI MAJI 
SUBHAS GOSWAMI 

NABANI BARUI 

ASWINI KUMAR RAJ 
PARTHA DE 

ANIL MUKHERJEE 
ACHINTYA KRISHNA ROY 
GUNADHAR CHOUDHARY 
BADAN BORA 


n 
is 
wn 


SEE SF FS SF KEE KEKE KEE KE EE KE EEK KEKE KEKE KE EEE KEKE KE KEE KEE KE KEKE EEE EEE 











FBL 

FBL 

INC 

CPM 
CPM 
SUC 
CPM 
CPM 
CPM 
CPM 





CPM 
JNP 

RSP 

CPM 
CPM 
CPM 
FBL 
CPM 
CPM 





CPM 


CONSTITUENCY 
256. SONAMUKHI (SC) 
257. KULTI 
258. BARABANI 
259. HIRAPUR 
260. ASANSOL 
261. RANIGANI 
262. JAMURIA 
263. UKHRA (SC) 

264. DURGAPUR-I 
265. DURGAPUR-II 
266. KANKSA (SC) 





267. AUSGRAM (SC) 
268. BHATAR 

269. GALSI 

270. BURDWAN NORTH 
271. BURDWAN SOUTH 
272. KHANDAGHOSH (SC) 
273. RAINA 

274. JAMALPUR (SC) 
275. MEMARI 

276. KALNA 

277. NADANGHAT 

278. MANTESWAR 

279. PURBASTHALI 

280. KATWA 

281. MANGALKOT 

282. KETUGRAM (SC) 
283. NANUR (SC) 

284. BOLPUR 

285. LABHPUR 

286. DUBRAJPUR 

287. RAJNAGAR (SC) 
288. SURI 

289. MAHAMMAD BAZAR 
290. MAYURESWAR (SC) 
291. RAMPURHAT 

292. HANSAN (SC) 

293. NALHATI 

294. MURARAI 
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WINNER 

SUKHENDU KHAN 

MADHU BANERJEE 

SUNIL BASU ROY 
BAMAPADA MUKHERJEE 
HARADHAN ROY 
HARADHAN ROY 

BIKASH CHOWDHURY 
LAKHAN BAGDI 

DILIP KUMAR MAJUNDAR 
TARUN CHATTERJEE 
LAKSHINARAYAN SAHA 
SHREEDHAR MALIK 
BHOLANATH SEN 
DEBRANJAN SEN 

DWARKA NATH TAH 
BENOY KRISHNA CHOWDHRY 
PURNA CHANDRA MALIK 
RAM NARAYAN GOSWAMI 
SUNIL SANTRA 

BENOY KONAR 
GURUPRASAD SINHA ROY 
SYED ABDUL HABIBULLAH 
HEMANTA KUMAR ROY 
MANORANJAN NATH 
HARAMOHAN SINHA 
NIKHILANANDA SAR 
RAICHARAN MAJHI 
BANAMALI DAS 

JYOTSNA KUMAR GUPTA 
SUNIL KUMAR MAZUMDAR 
BHAKTI BHUSAN MANDAL 
SIDDHESWAR MANDAL 
SUNITI CHATTARAJ 
DHIRENDRA NATH SEN 
PANCHANAN LET (BARA) 
SHANSHAKA SEKHAR MONDAL 
TRILOCHAN MAL 

BHABAUI PRASAD CHATTOPADYAY 
MOTAHAR HOSSAIN 
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Election Commission of India - State Election, 1977 to the Legislative Assembly of WEST BENGAL 








PERFORMANCE OF POLITICAL PARTIES 





















































PARTY SEATS VOTES POLLED VOTE % IN 
SEATS 
CONTESTED WON FD VOTES % CONTESTED 
NATIONAL PARTIES 
1. CPI 63 2 51 375560 2.62% 12.67% 
2. CPM 224 178 10 5080828 35.46% 46.23% 
3. INC 290 20 69 3298063 23.02% 23.39% 
4. JNP 289 29 121 2869391 20.02% 20.39% 
866 229 251 11623842 81.12% 
STATE PARTIES 
5S. FBL 36 25 3 750229 5.24% 44.64% 
6. MUL 32 1 31 54942 0.38% 3.32% 
7. RSP 23 20 1 536625 3.74% 46.96% 
91 46 35 1341796 9.36% 
REGISTERED (Unrecognised) PARTIES 
8. BBC 3 1 1 35955 0.25% 23.57% 
9. IGL 2 0 2 810 0.01% 0.98% 
10. JKD 2 0 2 5701 0.04% 7.09% 
ll. MFB 2 2 0 32962 0.23% 41.10% 
12. RCI 3 2 0 53654 0.37% 40.06% 
13. RPI 3 0 3 1652 0.01% 1.04% 
14. SUC 29 4 20 211752 1.48% 15.01% 
15. WPI 2 0 1 29221 0.20% 27.63% 
46 9 29 371707 2.59% 
INDEPENDENTS 
16. IND 569 10 540 991856 6.92% 8.82% 
569 10 540 991856 6.92% 
Grand Total : 1572 294 855 14329201 
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Election Commission of India - State Election, 1977 to the Legislative Assembly of WEST BENGAL 








CANDIDATES DATA SUMMARY 





1. NO.OF CONSTITUENCIES 


2. NOMINATIONS FILED 


a. Men 
b. Women 


c. Total 


3. NOMINATIONS REJECTED 


a. Men 
b. Women 


c. Total 


4. NOMINATIONS WITHDRAWN 


a. Men 
b. Women 


c. Total 


5. CONTESTING CANDIDATES 


a. Men 
b. Women 


c. Total 


6. FORFEITED DEPOSITS 


a. Men 
b. Women 


c. Total 


TYPE OF CONSTITUENCY 


GEN Sc 
218 59 
1632 341 
37 5 
1669 346 
10 10 

) 1 

i ll 
436 58 
11 0 
447 58 
1186 273 
24 4 
1210 277 
702 124 
ll p. 
713 126 


ST 


108 


109 


22 


22 


84 


85 


TOTAL 


294 


2081 
43 
2124 


22 


25 


516 


527 


1543 


29 


1572 


842 


855 
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Election Commission of India - State Election, 1977 to the Legislative Assembly of WEST BENGAL 


ELECTORS DATA SUMMARY 











TYPE OF CONSTITUENCY 
GEN SC ST TOTAL 

1. NO. OF CONSTITUENCIES 218 59 17 294 
2. ELECTORS 

a. Men 10864937 2607045 721589 14193571 

b. Women 8819292 2321345 650266 11790903 

c. Total 19684229 4928390 1371855 25984474 
3. ELECTORS WHO VOTED 

a. Men 6450092 1606706 419605 8476403 

b. Women 4667944 1153463 293736 6115143 

c. Total 11118036 2760169 713341 14591546 
4. POLL PERCENTAGE 56.48 56.01 52.00 56.15 
5. VALID VOTES 10927962 2708593 692646 14329201 
6. REJECTED VOTES 

a. Votes 190074 51576 20695 262345 

b. Percentage 1.71 1.87 0.00 1.80 
7. MISSING VOTES 0 0 0 0 
8. NO. OF POLLING STATIONS 21813 5770 1698 29281 
9. AVERAGE NO. OF 902 854 808 887 

ELECTORS PER POLLING 
STATION 
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Election Commission of India - State Election, 1977 to the Legislative Assembly of WEST BENGAL 


WOMEN CANDIDATES 

















CONSTITUENCY 
Rank CANDIDATE PARTY Votes Polled _ Status Winner's Margin Total 
Votes % votes Abas 
4- COOCH BEHAR NORTH 
1 APARAJITA GOPPI FBL 32792 63.07 W 32792 0 51991 
22- KALIMPONG 
1 SUBHA RENULEENA IND 13983 4268  W 13983 0 32759 
26- PHANSIDEWA (ST) 
2 CHACKO TARESA SORENG INP 13354 26.87 N 20819 7465 49692 
58- MURSHIDABAD 
1 CHHAYA GHOSH FBL 17524 37.01 = W 17524 0 47343 
65- KANDI 
3. SWETA CHANDRA CPM 14698 25.29 ON 24518 9820 58111 
71- NAKASHIPARA 
4. SANDHYA RANI ROY IND 4498 10.16 F 17645 13147 44256 
89- AMDANGA 
2. MIRA DUTTA INP 11435 21.80 N 27189 15754 52445 
106 - CANNING EAST 
5 ALPANA DAS IND 376 «=60.90—Ss«*# 24580 24204 41744 
8 | KALPANA MAJUMDAR IND 244 «058 ~=«O«#F 24580 24336 41744 
109 - SONARPUR (SC) 
3. ANITA BISWAS INP 5415 1030 -F 36138 30723 52581 
112- BEHALA EAST 
6 REBASEN IND 8 O15 #F 37256 37171 56691 
113 - BEHALA WEST 
3. REBASEN INP 1002 1291 OR 37053 29831 59163 
142- JORABAGAN 
3. ILAROY INC 9787 2420 N 19005 9218 40444 
158- BURTOLA 
3. KAMALA SARKAR INP 14669 27.43 = N 21244 6575 53481 
159- MANICKTOLA 
4. ILAMITRA CPI 2715 «5.04. —#F 26945 24170 55070 
170 - ULUBERIA NORTH (SC) 
5 NIHARSAHA IND 187 037. #F 33686 33499 50979 
176 - UDAYNARAYANPUR 
5 NIHARSAHA IND 230 042 ~«=#F 32400 32170 55064 
195 - GOGHAT (SC) 
2 ARATIBISWAS FBL 17599 38.91 oN 20642 3043 45227 
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CONSTITUENCY 


Rank CANDIDATE 


201 - PANSKURA EAST 

3 GITA MUKHOPADHYAY 
222 - SALBANI 

2 BASANTI MAHATA 
223 - MIDNAPORE 

4 ANIMA BHATTACHARYA 
239 - PURULIA 

5 KALPANA KHAN 
240 - PARA (SC) 

4 TARA BAURI 
278 - MANTESWAR 

3 TRIPTI ROY 
279 - PURBASTHALI 

2 RAMA DEBI 

3 NARUNNESA SATTAR 
288 - SURI 


3 PROTIMA MUKHERJEE 


PARTY 


CPI 


INC 


CPM 





SUC 


Votes Polled Status Winner's Margin _ Total 


Votes % sates Shes 
9837.21.55 N 15231 5394 45638 
11707 25.85 N 19721 8014 45287 
8722 16.70 N 17396 8674 52230 
2734. 6.31 F 18540 15806 43353 
5949 17.43 N 9185 3236 34130 
6087 12.36 F 31298 25211 49233 
12345 23.08 N 35293 22948 53477 
5542 10.36 F 35293 29751 53477 
9880 19.50 N 17386 7506 50675 


N.B. : Candidate Status : W - Winner, F - Forfeited Deposit, N - Not Won and not Forfeited Deposit. 





Total Women Contestants: 


27 





Total Elected Women : 





3 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 1-MEKLIGANJ (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 48633 43978 92611 
2. SERVICE 0 0 0 
3. TOTAL 48633 43978 92611 
Il. ELECTORS WHO VOTED 
1. GENERAL 30884 17041 47925 
2. POSTAL 9 0 0 
3. TOTAL 30884 17041 47925 
IV. VOTES 
1. POLLED 47925 (51.75% of Total Electors) 
2. VALID 47101 
3. REJECTED 824 ( 1.72% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !04 AVERAGE ELECTORS PER POLLING STATION : 890 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : FBL SADA KANT ROY 21339 
Runner up : INC MADHUSUDAN ROY 12622 
MARGIN  : 8717 (18.51% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 2 - SITALKUCHI (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 38784 39773 78557 
2. SERVICE 0 0 0 
3. TOTAL 38784 39773 78557 
Il. ELECTORS WHO VOTED 
1. GENERAL 28182 14605 42787 
2. POSTAL 0 0 0 
3. TOTAL 28182 14605 42787 
IV. VOTES 
1. POLLED 42787 (54.47% of Total Electors) 
2. VALID 42030 
3. REJECTED 757 ( 1.77% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 79 AVERAGE ELECTORS PER POLLING STATION : 994 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM SUDHIR PRAMANIK 23696 
Runner up : INC BIRENDRA NATH ROY 10092 
MARGIN  : 13604 ( 32.37% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 3 -MATHABHANGA (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 39485 34774 74259 
2. SERVICE 0 0 0 
3. TOTAL 39485 34774 74259 
Il. ELECTORS WHO VOTED 
1. GENERAL 26913 18251 45164 
2. POSTAL 0 0 0 
3. TOTAL 26913 18251 45164 
IV. VOTES 
1. POLLED 45164 ( 60.82% of Total Electors) 
2. VALID 44205 
3. REJECTED 959 ( 2.12% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 76 AVERAGE ELECTORS PER POLLING STATION : 977 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM DINESH CHANDRA DAKUA 22493 
Runner up : INC PRATAP SINGHA 8758 
MARGIN  : 13735 ( 31.07% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 4-COOCH BEHAR NORTH 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 48330 41445 89775 
2. SERVICE 0 0 0 
3. TOTAL 48330 41445 89775 
Il. ELECTORS WHO VOTED 
1. GENERAL 29631 23177 52808 
2. POSTAL 9 0 0 
3. TOTAL 29631 23177 52808 
IV. VOTES 
1. POLLED 52808 ( 58.82% of Total Electors) 
2. VALID 51991 
3. REJECTED 817 ( 1.55% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !02 AVERAGE ELECTORS PER POLLING STATION : 880 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : FBL APARAJITA GOPPI 32792 
Runner up : INC BIMAL CHANDRA DHAR 8592 
MARGIN: 24200 ( 46.55% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 5 - COOCH BEHAR WEST 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 46657 43739 90396 
2. SERVICE 0 0 0 
3. TOTAL 46657 43739 90396 
Il. ELECTORS WHO VOTED 
1. GENERAL 31412 20190 51602 
2. POSTAL 0 0 0 
3. TOTAL 31412 20190 51602 
IV. VOTES 
1. POLLED 51602 (57.08% of Total Electors) 
2. VALID 50765 
3. REJECTED 837 ( 1.62% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !05 AVERAGE ELECTORS PER POLLING STATION : 860 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : FBL BIMAL KANTI BASU 33595 
Runner up : INC MAQSUDAR RAHMAN 11427 
MARGIN: 22168 ( 43.67% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 6 - SITAI 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 47548 43365 90913 
2. SERVICE 0 0 0 
3. TOTAL 47548 43365 90913 
Il. ELECTORS WHO VOTED 
1. GENERAL 32798 21700 54498 
2. POSTAL 0 0 0 
3. TOTAL 32798 21700 54498 
IV. VOTES 
1. POLLED 54498 (59.95% of Total Electors) 
2. VALID 53550 
3. REJECTED 948 ( 1.74% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : °8 AVERAGE ELECTORS PER POLLING STATION : 927 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: FBL DIPAK SEN GUPTA 33405 
Runner up : INC SUSHIL ROY SARKAR 12544 
MARGIN: 20861 ( 38.96% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 7 - DINHATA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 52359 45067 97426 
2. SERVICE 0 0 0 
3. TOTAL 52359 45067 97426 
Il. ELECTORS WHO VOTED 
1. GENERAL 35173 25753 60926 
2. POSTAL 0 0 0 
3. TOTAL 35173 25753 60926 
IV. VOTES 
1. POLLED 60926 ( 62.54% of Total Electors) 
2. VALID 59766 
3. REJECTED 1160 ( 1.90% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !04 AVERAGE ELECTORS PER POLLING STATION : 936 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : FBL KAMAL KANTI GUHA 33660 
Runner up : INC ALOK KUMAR NANDI 12443 
MARGIN  : 21217 ( 35.50% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 8 - NATABARI 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 38220 36127 74347 
2. SERVICE 0 0 0 
3. TOTAL 38220 36127 74347 
I. ELECTORS WHO VOTED 
1. GENERAL 28250 23422 51672 
2. POSTAL 0 0 0 
3. TOTAL 28250 23422 51672 
IV. VOTES 
1. POLLED 51672 ( 69.50% of Total Electors) 
2. VALID 50896 
3. REJECTED 716 ( 1.50% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 8! AVERAGE ELECTORS PER POLLING STATION : 9!7 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM SIBENDRA NARAYAN CHOWDHURY 26300 
Runner up : INC SANTOSH KUMAR ROY 12486 
MARGIN  : 13814 ( 27.14% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 9 - TUFANGANJ (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 39202 36325 75527 
2. SERVICE 0 0 0 
3. TOTAL 39202 36325 75527 
Il. ELECTORS WHO VOTED 
1. GENERAL 26146 23082 49228 
2. POSTAL 0 0 0 
3. TOTAL 26146 23082 49228 
IV. VOTES 
1. POLLED 49228 ( 65.18% of Total Electors) 
2. VALID 48351 
3. REJECTED 877 ( 1.78% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 84 AVERAGE ELECTORS PER POLLING STATION : 899 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM MANINDRA NATH BARMA 28572 
Runner up : JNP SURENDRA NARAYAN ROY KUNGAR 11361 
MARGIN  : 17211 ( 35.60% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 10 - KUMARGRAM (ST) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 40645 33344 73989 
2. SERVICE 0 0 0 
3. TOTAL 40645 33344 73989 
Il. ELECTORS WHO VOTED 
1. GENERAL 23976 19961 43937 
2. POSTAL 0 0 0 
3. TOTAL 23976 19961 43937 
IV. VOTES 
1. POLLED 43937 ( 59.38% of Total Electors) 
2. VALID 42569 
3. REJECTED 1368 ( 3.11% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 9% AVERAGE ELECTORS PER POLLING STATION : 778 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : RSP JOHN ARTHER BAXLA 22882 
Runner up : INC KONDA BHAGAT 15543 
MARGIN  : 7339 ( 17.24% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 11 - KALCHINI (ST) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 37840 31045 68885 
2. SERVICE 0 0 0 
3. TOTAL 37840 31045 68885 
Ill. ELECTORS WHO VOTED 
1. GENERAL 21072 17328 38400 
2. POSTAL 0 0 0 
3. TOTAL 21072 17328 38400 
IV. VOTES 
1. POLLED 38400 (55.75% of Total Electors) 
2. VALID 36707 
3. REJECTED 1693 ( 4.41% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 87 AVERAGE ELECTORS PER POLLING STATION :791 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : RSP MANOHAR TIRKEY 21119 
Runner up : INC DENISH LAKRA 7153 
MARGIN : 13366 ( 36.41% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 12 - ALIPURDUARS 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 51040 41804 92844 
2. SERVICE 0 0 0 
3. TOTAL 51040 41804 92844 
Il. ELECTORS WHO VOTED 
1. GENERAL 32054 25590 57644 
2. POSTAL 0 0 0 
3. TOTAL 32054 25590 57644 
IV. VOTES 
1. POLLED 57644 ( 62.09% of Total Electors) 
2. VALID 56606 
3. REJECTED 1038 ( 1.80% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !00 AVERAGE ELECTORS PER POLLING STATION : 928 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : RSP NANI BHATTACHARYA 35635 
Runner up : INC NARAYAN BHATTACHARYA 12163 
MARGIN  : 23472 ( 41.47% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 13 - FALAKATA (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 41855 34302 76157 
2. SERVICE 0 0 0 
3. TOTAL 41855 34302 76157 
Il. ELECTORS WHO VOTED 
1. GENERAL 24796 21724 46520 
2. POSTAL 0 0 0 
3. TOTAL 24796 21724 46520 
IV. VOTES 
1. POLLED 46520 ( 61.08% of Total Electors) 
2. VALID 45382 
3. REJECTED 1138 ( 2.45% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 86 AVERAGE ELECTORS PER POLLING STATION : 885 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM JOGENDRA NATH SINGH ROY 20520 
Runner up : INC GAJENDRA NATH BARMAN 12707 
MARGIN  : 7813 (17.22% of Total Valid Votes ) 
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CONSTITUENCY : 14-MADARIHAT (ST) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 38060 31192 69252 
2. SERVICE 0 0 0 
3. TOTAL 38060 31192 69252 
Ill. ELECTORS WHO VOTED 
1. GENERAL 20288 17107 37395 
2. POSTAL 0 0 0 
3. TOTAL 20288 17107 37395 
IV. VOTES 
1. POLLED 37395 (54.00% of Total Electors) 
2. VALID 35971 
3. REJECTED 1424 ( 3.81% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !00 AVERAGE ELECTORS PER POLLING STATION : 692 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : RSP A. H. BESTERWITCH 18037 
Runner up : INC DHIRENDRA NARJINARY 10299 
MARGIN  : 7738 (21.51% of Total Valid Votes ) 
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CONSTITUENCY : 15 - DHUPGURI (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 36852 32971 69823 
2. SERVICE 0 0 0 
3. TOTAL 36852 32971 69823 
Ill. ELECTORS WHO VOTED 
1. GENERAL 23420 13082 36502 
2. POSTAL 0 0 0 
3. TOTAL 23420 13082 36502 
IV. VOTES 
1. POLLED 36502 (52.28% of Total Electors) 
2. VALID 35792 
3. REJECTED 710 ( 1.95% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : % AVERAGE ELECTORS PER POLLING STATION : 727 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM BANAMALI ROY 10870 
Runner up : INC JAGADANANDA ROY 8894 
MARGIN  : 1976 (5.52% of Total Valid Votes ) 
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CONSTITUENCY : 16 - NAGRAKATA (ST) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 47926 39851 87777 
2. SERVICE 0 0 0 
3. TOTAL 47926 39851 87777 
Il. ELECTORS WHO VOTED 
1. GENERAL 27471 18779 46250 
2. POSTAL 0 0 0 
3. TOTAL 27471 18779 46250 
IV. VOTES 
1. POLLED 46250 (52.69% of Total Electors) 
2. VALID 44158 
3. REJECTED 2092 ( 4.52% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !22 AVERAGE ELECTORS PER POLLING STATION :719 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM PUNAI ORAON 21408 
Runner up : INC HEMRAJ BHAGAT 10510 
MARGIN  : 10898 ( 24.68% of Total Valid Votes ) 
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CONSTITUENCY : 17 - MAINAGURI (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 41388 36845 78233 
2. SERVICE 0 0 0 
3. TOTAL 41388 36845 78233 
Il. ELECTORS WHO VOTED 
1. GENERAL 25448 15467 40915 
2. POSTAL 0 0 0 
3. TOTAL 25448 15467 40915 
IV. VOTES 
1. POLLED 40915 (52.30% of Total Electors) 
2. VALID 39964 
3. REJECTED 951 ( 2.32% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !04 AVERAGE ELECTORS PER POLLING STATION : 752 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : RSP TARAK BANDHU ROY 14376 
Runner up : JNP BHABENDRA NATH ROY HAKIM 11017 
MARGIN  : 3359 (8.41% — of Total Valid Votes ) 
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CONSTITUENCY : 18 - MAL (ST) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 40656 33933 74589 
2. SERVICE 0 0 0 
3. TOTAL 40656 33933 74589 
Il. ELECTORS WHO VOTED 
1. GENERAL 24669 17094 41763 
2. POSTAL 0 0 0 
3. TOTAL 24669 17094 41763 
IV. VOTES 
1. POLLED 41763 (55.99% of Total Electors) 
2. VALID 39797 
3. REJECTED 1966 ( 4.71% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : % AVERAGE ELECTORS PER POLLING STATION : 793 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM MOHAN LAL ORAON 17099 
Runner up : INC ANTANI TOPNO 9314 
MARGIN  : 77185 ( 19.56% of Total Valid Votes ) 
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CONSTITUENCY : 19 - KRANTI 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 40566 35529 76095 
2. SERVICE 0 0 0 
3. TOTAL 40566 35529 76095 
Il. ELECTORS WHO VOTED 
1. GENERAL 26174 16165 42339 
2. POSTAL 0 0 0 
3. TOTAL 26174 16165 42339 
IV. VOTES 
1. POLLED 42339 (55.64% of Total Electors) 
2. VALID 41253 
3. REJECTED 1086 ( 2.57% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 92 AVERAGE ELECTORS PER POLLING STATION : 827 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM PARIMAL MITRA 13940 
Runner up : INC ABDUL HASNAT MOHAMMED ABU SALEQUE 11865 
MARGIN  : 2075 (5.03% of Total Valid Votes ) 
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CONSTITUENCY : 20 - JALPAIGURI 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 46146 37933 84079 
2. SERVICE 0 0 0 
3. TOTAL 46146 37933 84079 
Il. ELECTORS WHO VOTED 
1. GENERAL 26614 18259 44873 
2. POSTAL 0 0 0 
3. TOTAL 26614 18259 44873 
IV. VOTES 
1. POLLED 44873 ( 53.37% of Total Electors) 
2. VALID 44074 
3. REJECTED 799 ( 1.78% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 100 AVERAGE ELECTORS PER POLLING STATION : 840 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : FBL NIRMAL KUMAR BOSE 16949 
Runner up : JNP DEVENDRA MOHAN SARKAR 10607 
MARGIN  : 6342 ( 14.39% of Total Valid Votes ) 
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CONSTITUENCY : 21 -RAJGANJ (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 41246 34996 76242 
2. SERVICE 0 0 0 
3. TOTAL 41246 34996 76242 
I. ELECTORS WHO VOTED 
1. GENERAL 24797 14563 39360 
2. POSTAL 0 0 0 
3. TOTAL 24797 14563 39360 
IV. VOTES 
1. POLLED 39360 (51.63% of Total Electors) 
2. VALID 38539 
3. REJECTED 821 ( 2.09% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 99 AVERAGE ELECTORS PER POLLING STATION : 847 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM DHIRENDRA NATH ROY 19195 
Runner up : JNP MONOMOHAN ROY 11866 
MARGIN  : 7329 ( 19.02% of Total Valid Votes ) 
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CONSTITUENCY : 22 - KALIMPONG 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 38231 32549 70780 
2. SERVICE 0 0 0 
3. TOTAL 38231 32549 70780 
Il. ELECTORS WHO VOTED 
1. GENERAL 20655 12991 33646 
2. POSTAL 0 0 0 
3. TOTAL 20655 12991 33646 
IV. VOTES 
1. POLLED 33646 ( 47.54% of Total Electors) 
2. VALID 32759 
3. REJECTED 887 ( 2.64% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER: !!1 AVERAGE ELECTORS PER POLLING STATION : 637 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : IND SUBHA RENULEENA 13983 
Runner up : INC GURUNG GAJENDRA 9045 
MARGIN  : 4938 ( 15.07% of Total Valid Votes ) 
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CONSTITUENCY : 23 - DARJEELING 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 47821 43439 91260 
2. SERVICE 0 0 0 
3. TOTAL 47821 43439 91260 
Il. ELECTORS WHO VOTED 
1. GENERAL 23394 17557 40951 
2. POSTAL 0 0 0 
3. TOTAL 23394 17557 40951 
IV. VOTES 
1. POLLED 40951 ( 44.87% of Total Electors) 
2. VALID 39705 
3. REJECTED 1246 ( 3.04% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 118 AVERAGE ELECTORS PER POLLING STATION : 773 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : IND DEO PRAKASH RAI 12607 
Runner up : CPM SANGDOPAL LEPCHA 8414 
MARGIN  : 4193 ( 10.56% of Total Valid Votes ) 
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CONSTITUENCY : 24 - KURSEONG 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 43248 41438 84686 
2. SERVICE 0 0 0 
3. TOTAL 43248 41438 84686 
Il. ELECTORS WHO VOTED 
1. GENERAL 25181 19155 44336 
2. POSTAL 0 0 0 
3. TOTAL 25181 19155 44336 
IV. VOTES 
1. POLLED 44336 (52.35% of Total Electors) 
2. VALID 43315 
3. REJECTED 1021 ( 2.30% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 116 AVERAGE ELECTORS PER POLLING STATION : 730 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC DAWA NORBULA 11941 
Runner up : CPM ANAND PATHAK 10390 
MARGIN  : 1551 (3.58% of Total Valid Votes ) 
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CONSTITUENCY : 25 - SILIGURI 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 94479 57592 152071 
2. SERVICE 0 0 0 
3. TOTAL 94479 57592 152071 
Il. ELECTORS WHO VOTED 
1. GENERAL 33743 21792 55535 
2. POSTAL 0 0 0 
3. TOTAL 33743 21792 55535 
IV. VOTES 
1. POLLED 55535 ( 36.52% of Total Electors) 
2. VALID 54590 
3. REJECTED 945 ( 1.70% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !55 AVERAGE ELECTORS PER POLLING STATION : 981 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM BIREN BOSE 25094 
Runner up : INC ARUN KUMAR MOITRA 15590 
MARGIN  : 9504 (17.41% of Total Valid Votes ) 
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CONSTITUENCY : 26 - PHANSIDEWA (ST) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 59307 38820 98127 
2. SERVICE 0 0 0 
3. TOTAL 59307 38820 98127 
Il. ELECTORS WHO VOTED 
1. GENERAL 31537 19618 51155 
2. POSTAL 9 0 0 
3. TOTAL 31537 19618 51155 
IV. VOTES 
1. POLLED 51155 (52.13% of Total Electors) 
2. VALID 49692 
3. REJECTED 1463 ( 2.86% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 118 AVERAGE ELECTORS PER POLLING STATION : 831 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM PATRAS MINZ 20819 
Runner up : JNP CHACKO TARESA SORENG 13354 
MARGIN  : 7465 (15.02% of Total Valid Votes ) 
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CONSTITUENCY : 27 - CHOPRA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 38724 34707 73431 
2. SERVICE 0 0 0 
3. TOTAL 38724 34707 73431 
Il. ELECTORS WHO VOTED 
1. GENERAL 28050 11029 39079 
2. POSTAL 9 0 0 
3. TOTAL 28050 11029 39079 
IV. VOTES 
1. POLLED 39079 (53.22% of Total Electors) 
2. VALID 38205 
3. REJECTED 874 ( 2.24% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 99 AVERAGE ELECTORS PER POLLING STATION : 815 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM MOHA BACHCHA MUNSI 16188 
Runner up : IND NARAYAN CHANDRA SINHA 7319 
MARGIN  : 8869 ( 23.21% of Total Valid Votes ) 
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CONSTITUENCY : 28 - ISLAMPUR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 42222 34827 77049 
2. SERVICE 0 0 0 
3. TOTAL 42222 34827 77049 
I. ELECTORS WHO VOTED 
1. GENERAL 28989 9739 38728 
2. POSTAL 0 0 0 
3. TOTAL 28989 9739 38728 
IV. VOTES 
1. POLLED 38728 ( 50.26% of Total Electors) 
2. VALID 37932 
3. REJECTED 796 ( 2.06% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 89 AVERAGE ELECTORS PER POLLING STATION : 865 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : IND CHOWDHARY ABDUL KARIM 16072 
Runner up : IND GOUTAM GUPTA 6755 
MARGIN  : 9317 ( 24.56% of Total Valid Votes ) 
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CONSTITUENCY : 29 - GOALPOKHAR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 44298 39035 83333 
2. SERVICE 0 0 0 
3. TOTAL 44298 39035 83333 
Il. ELECTORS WHO VOTED 
1. GENERAL 29138 9194 38332 
2. POSTAL 0 0 0 
3. TOTAL 29138 9194 38332 
IV. VOTES 
1. POLLED 38332 ( 46.00% of Total Electors) 
2. VALID 37367 
3. REJECTED 965 ( 2.52% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 9° AVERAGE ELECTORS PER POLLING STATION : 905 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : IND RAMJAN ALI 14363 
Runner up : IND PURAN CHAND MEHESWARI 3667 
MARGIN : 10696 ( 28.62% of Total Valid Votes ) 
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CONSTITUENCY : 30 - KARANDIGHI 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 40363 36775 77138 
2. SERVICE 0 0 0 
3. TOTAL 40363 36775 77138 
Il. ELECTORS WHO VOTED 
1. GENERAL 26203 12337 38540 
2. POSTAL 0 0 0 
3. TOTAL 26203 12337 38540 
IV. VOTES 
1. POLLED 38540 ( 49.96% of Total Electors) 
2. VALID 37599 
3. REJECTED 941 ( 2.44% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 86 AVERAGE ELECTORS PER POLLING STATION : 896 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC HAJI SAJJAD HUSSAIN 14041 
Runner up : JNP AMAREN IRANATH SINHA 10402 
MARGIN : 3639 ( 9.68% of Total Valid Votes ) 
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CONSTITUENCY : 31 - RAIGANJ (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 45360 41678 87038 
2. SERVICE 0 0 0 
3. TOTAL 45360 41678 87038 
Il. ELECTORS WHO VOTED 
1. GENERAL 26012 19731 45743 
2. POSTAL 0 0 0 
3. TOTAL 26012 19731 45743 
IV. VOTES 
1. POLLED 45743 (52.56% of Total Electors) 
2. VALID 45012 
3. REJECTED 731 ( 1.60% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 93 AVERAGE ELECTORS PER POLLING STATION : 935 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: CPM KHAGENDRA NATH SINHA 19264 
Runner up : JNP MEHENDRANATH BARMAN 13432 
MARGIN: 5832 ( 12.96% of Total Valid Votes ) 
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CONSTITUENCY : 32 - KALIAGANJ (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 40178 37566 77744 
2. SERVICE 0 0 0 
3. TOTAL 40178 37566 77744 
Il. ELECTORS WHO VOTED 
1. GENERAL 23814 17231 41045 
2. POSTAL 0 0 0 
3. TOTAL 23814 17231 41045 
IV. VOTES 
1. POLLED 41045 (52.80% of Total Electors) 
2. VALID 40366 
3. REJECTED 679 ( 1.65% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 86 AVERAGE ELECTORS PER POLLING STATION : 904 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC NABA KUMAR ROY 15777 
Runner up : CPM NANI GOPAL ROY 15227 
MARGIN  : 550 (1.36% of Total Valid Votes ) 
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CONSTITUENCY : 33 - KUSHMANDI (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 42202 40518 82720 
2. SERVICE 0 0 0 
3. TOTAL 42202 40518 82720 
Il. ELECTORS WHO VOTED 
1. GENERAL 22883 18448 41331 
2. POSTAL 9 0 0 
3. TOTAL 22883 18448 41331 
IV. VOTES 
1. POLLED 41331 ( 49.96% of Total Electors) 
2. VALID 40534 
3. REJECTED 797 ( 1.93% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 89 AVERAGE ELECTORS PER POLLING STATION : 929 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC DHIRENDRA NATH SARKAR 17915 
Runner up : RSP JOGENDRA NATH ROY 14908 
MARGIN  : 3007 (7.42% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 34-ITAHAR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 40653 39920 80573 
2. SERVICE 0 0 0 
3. TOTAL 40653 39920 80573 
Il. ELECTORS WHO VOTED 
1. GENERAL 27427 25106 52533 
2. POSTAL 9 0 0 
3. TOTAL 27427 25106 52533 
IV. VOTES 
1. POLLED 52533 ( 65.20% of Total Electors) 
2. VALID 51581 
3. REJECTED 952 ( 1.81% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 99 AVERAGE ELECTORS PER POLLING STATION : 895 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC ZAIMAL ABEDIN 26747 
Runner up : CPM SALIL KUMAR GUHA 16384 
MARGIN : 10363 ( 20.09% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 35 - GANGARAMPUR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 43510 42592 86102 
2. SERVICE 0 0 0 
3. TOTAL 43510 42592 86102 
Il. ELECTORS WHO VOTED 
1. GENERAL 30375 22834 53209 
2. POSTAL 9 0 0 
3. TOTAL 30375 22834 53209 
IV. VOTES 
1. POLLED 53209 ( 61.80% of Total Electors) 
2. VALID 52216 
3. REJECTED 993 ( 1.87% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 95 AVERAGE ELECTORS PER POLLING STATION : 906 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM AHINDRA SARKAR 18623 
Runner up : INC MOSLEHUDDIN AHMED 15548 
MARGIN  : 3075 (5.89% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 36 - TAPAN (ST) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 41124 40475 81599 
2. SERVICE 0 0 0 
3. TOTAL 41124 40475 81599 
Il. ELECTORS WHO VOTED 
1. GENERAL 29875 22974 52849 
2. POSTAL 0 0 0 
3. TOTAL 29875 22974 52849 
IV. VOTES 
1. POLLED 52849 ( 64.77% of Total Electors) 
2. VALID 51982 
3. REJECTED 867 (| 1.64% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !00 AVERAGE ELECTORS PER POLLING STATION : 815 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : RSP NATHENIEL MURMU 32660 
Runner up : INC SEBASTIAM TUDU 13258 
MARGIN : 19402 ( 37.32% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 37- KUMARGANJ 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 44558 42666 87224 
2. SERVICE 0 0 0 
3. TOTAL 44558 42666 87224 
I. ELECTORS WHO VOTED 
1. GENERAL 34465 26244 60709 
2. POSTAL 0 0 0 
3. TOTAL 34465 26244 60709 
IV. VOTES 
1. POLLED 60709 ( 69.60% of Total Electors) 
2. VALID 59834 
3. REJECTED 875 ( 1.44% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !06 AVERAGE ELECTORS PER POLLING STATION : 82 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM JAMINI KISORE MOJUMDAR 25123 
Runner up : INC KHALIL SAYED 19912 
MARGIN  : 5211 (8.71% — of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 38 - BALURGHAT 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 40121 37105 77226 
2. SERVICE 0 0 0 
3. TOTAL 40121 37105 77226 
Il. ELECTORS WHO VOTED 
1. GENERAL 29575 26161 55736 
2. POSTAL 0 0 0 
3. TOTAL 29575 26161 55736 
IV. VOTES 
1. POLLED 55736 ( 72.17% of Total Electors) 
2. VALID 55050 
3. REJECTED 686 ( 1.23% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : % AVERAGE ELECTORS PER POLLING STATION : 804 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : RSP BISWANATH CHOUDHAURI 29292 
Runner up : INC JYOTISWAR SARKAR 13203 
MARGIN  : 16089 ( 29.23% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 39 - HABIBPUR (ST) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 40132 39536 79668 
2. SERVICE 0 0 0 
3. TOTAL 40132 39536 79668 
Il. ELECTORS WHO VOTED 
1. GENERAL 22481 14747 37228 
2. POSTAL 0 0 0 
3. TOTAL 22481 14747 37228 
IV. VOTES 
1. POLLED 37228 ( 46.73% of Total Electors) 
2. VALID 36537 
3. REJECTED 691 ( 1.86% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 86 AVERAGE ELECTORS PER POLLING STATION : 926 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM MURMU SARKAR 16509 
Runner up : JNP BOBILA MURMU 8241 
MARGIN : 8268 ( 22.63% of Total Valid Votes ) 





rptConstituencySummary - Page 39 of 294 
54 


Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 40 - GAJOL (ST) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 39193 35912 75105 
2. SERVICE 0 0 0 
3. TOTAL 39193 35912 75105 
Il. ELECTORS WHO VOTED 
1. GENERAL 23182 16676 39858 
2. POSTAL 0 0 0 
3. TOTAL 23182 16676 39858 
IV. VOTES 
1. POLLED 39858 (53.07% of Total Electors) 
2. VALID 39060 
3. REJECTED 798 ( 2.00% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 76 AVERAGE ELECTORS PER POLLING STATION : 988 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM SUFAL MURMU 20526 
Runner up : JNP SHYAM MURMU 12056 
MARGIN  : 8470 ( 21.68% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 41-KHARBA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 42105 39736 81841 
2. SERVICE 0 0 0 
3. TOTAL 42105 39736 81841 
Il. ELECTORS WHO VOTED 
1. GENERAL 31912 23936 55848 
2. POSTAL 0 0 0 
3. TOTAL 31912 23936 55848 
IV. VOTES 
1. POLLED 55848 ( 68.24% of Total Electors) 
2. VALID 55058 
3. REJECTED 790 ( 1.41% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 85 AVERAGE ELECTORS PER POLLING STATION : 962 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : IND GOLAM YAZDANI 24564 
Runner up : INC MAHABUBUL HAQUE 14779 
MARGIN  : 9785 ( 17.77% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 42 - HARISHCHANDRAPUR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 43510 41941 85451 
2. SERVICE 0 0 0 
3. TOTAL 43510 41941 85451 
Il. ELECTORS WHO VOTED 
1. GENERAL 31860 24483 56343 
2. POSTAL 0 0 0 
3. TOTAL 31860 24483 56343 
IV. VOTES 
1. POLLED 56343 ( 65.94% of Total Electors) 
2. VALID 55426 
3. REJECTED 917 ( 1.63% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 9! AVERAGE ELECTORS PER POLLING STATION : 939 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP BIRENDRA KUMAR MAITRA 24883 
Runner up : WPI MOHAMMAD ELIAS RAZI 22194 
MARGIN : 2689 ( 4.85% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 43 - RATUA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 39939 37478 T1417 
2. SERVICE 0 0 0 
3. TOTAL 39939 37478 T1417 
Il. ELECTORS WHO VOTED 
1. GENERAL 25879 13807 39686 
2. POSTAL 9 0 0 
3. TOTAL 25879 13807 39686 
IV. VOTES 
1. POLLED 39686 (51.26% of Total Electors) 
2. VALID 38948 
3. REJECTED 738 ( 1.86% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 79 AVERAGE ELECTORS PER POLLING STATION : 979 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM MOHAMMAD ALI 17648 
Runner up : INC NIREN CHANDRA SINHA 13808 
MARGIN  : 3840 (9.86% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 44-ARAIDANGA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 37425 36384 73809 
2. SERVICE 0 0 0 
3. TOTAL 37425 36384 73809 
Il. ELECTORS WHO VOTED 
1. GENERAL 24052 17131 41183 
2. POSTAL 0 0 0 
3. TOTAL 24052 17131 41183 
IV. VOTES 
1. POLLED 41183 (55.80% of Total Electors) 
2. VALID 40448 
3. REJECTED 735 ( 1.78% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 79 AVERAGE ELECTORS PER POLLING STATION : 934 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM HABIB MUSTAFA 19070 
Runner up : INC MD. GOFURUR RAHAMAN 17473 
MARGIN  : 1597 (3.95% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 45 - MALDA (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 34473 33471 67944 
2. SERVICE 0 0 0 
3. TOTAL 34473 33471 67944 
I. ELECTORS WHO VOTED 
1. GENERAL 21855 16541 38396 
2. POSTAL 0 0 0 
3. TOTAL 21855 16541 38396 
IV. VOTES 
1. POLLED 38396 (56.51% of Total Electors) 
2. VALID 37692 
3. REJECTED 704 ( 1.83% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER :: 72 AVERAGE ELECTORS PER POLLING STATION : 943 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM SUBHENDU CHOUDHURY 14893 
Runner up : JNP BALARAM SAHA 8179 
MARGIN  : 6714 (17.81% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 46 - ENGLISHBAZAR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 43827 41157 84984 
2. SERVICE 0 0 0 
3. TOTAL 43827 41157 84984 
Il. ELECTORS WHO VOTED 
1. GENERAL 24802 19904 44706 
2. POSTAL 0 0 0 
3. TOTAL 24802 19904 44706 
IV. VOTES 
1. POLLED 44706 (52.61% of Total Electors) 
2. VALID 43888 
3. REJECTED 818 ( 1.83% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 9! AVERAGE ELECTORS PER POLLING STATION : 933 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM SAILEN SARKAR 13851 
Runner up : JNP HARI PRASANNA MISRA 13601 
MARGIN  : 250 (0.57% — of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 47 - MANIKCHAK 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 39691 38606 78297 
2. SERVICE 0 0 0 
3. TOTAL 39691 38606 78297 
Il. ELECTORS WHO VOTED 
1. GENERAL 26368 19906 46274 
2. POSTAL 0 0 0 
3. TOTAL 26368 19906 46274 
IV. VOTES 
1. POLLED 46274 (59.10% of Total Electors) 
2. VALID 45281 
3. REJECTED 993 ( 2.15% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 85 AVERAGE ELECTORS PER POLLING STATION : 921 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM SUBODH CHOUDHURY 16414 
Runner up : INC JCKHILAL MONDAL 16280 
MARGIN  : 134 (0.30% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 48 -SUZAPUR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 41824 41015 82839 
2. SERVICE 0 0 0 
3. TOTAL 41824 41015 82839 
Il. ELECTORS WHO VOTED 
1. GENERAL 31776 26903 58679 
2. POSTAL 0 0 0 
3. TOTAL 31776 26903 58679 
IV. VOTES 
1. POLLED 58679 ( 70.83% of Total Electors) 
2. VALID 57920 
3. REJECTED 7159 ( 1.29% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 84 AVERAGE ELECTORS PER POLLING STATION : 986 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC ABUL BARKAT ATAUL GHANI KHAN CHOWDHURY 43569 
Runner up : CPM HABIBUR 9821 
MARGIN  : 33748 ( 58.27% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 49 - KALIACHAK 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 46496 42534 89030 
2. SERVICE 0 0 0 
3. TOTAL 46496 42534 89030 
Il. ELECTORS WHO VOTED 
1. GENERAL 35092 30198 65290 
2. POSTAL 0 0 0 
3. TOTAL 35092 30198 65290 
IV. VOTES 
1. POLLED 65290 ( 73.33% of Total Electors) 
2. VALID 64273 
3. REJECTED 1017 ( 1.56% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 97 AVERAGE ELECTORS PER POLLING STATION : 917 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC SAMSUDDIN AHMMAD 29069 
Runner up : JNP PROMODE RANJAN BASU 28423 
MARGIN  : 646 (1.01% — of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 50 - FARAKKA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 37572 36185 73757 
2. SERVICE 0 0 0 
3. TOTAL 37572 36185 73757 
Il. ELECTORS WHO VOTED 
1. GENERAL 24092 17210 41302 
2. POSTAL 0 0 0 
3. TOTAL 24092 17210 41302 
IV. VOTES 
1. POLLED 41302 ( 56.00% of Total Electors) 
2. VALID 40345 
3. REJECTED 957 ( 2.32% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 70 AVERAGE ELECTORS PER POLLING STATION : 1053 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM ABUL HASNAT KHAN 14836 
Runner up : IND JERAR ALI 11242 
MARGIN  : 3594 (8.91% — of Total Valid Votes ) 
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CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 51 - AURANGABAD 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 38096 39215 77311 
2. SERVICE 0 0 0 
3. TOTAL 38096 39215 77311 
Ill. ELECTORS WHO VOTED 
1. GENERAL 27054 23576 50630 
2. POSTAL 0 0 0 
3. TOTAL 27054 23576 50630 
IV. VOTES 
1. POLLED 50630 ( 65.49% of Total Electors) 
2. VALID 49560 
3. REJECTED 1070 ( 2.11% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 72 AVERAGE ELECTORS PER POLLING STATION : 1073 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC LUTFAL HAQUE 22675 
Runner up : CPM SOHIDUL ALAM 17361 
MARGIN  : 5314 ( 10.72% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 52 - SUTI 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 39521 39625 79146 
2. SERVICE 0 0 0 
3. TOTAL 39521 39625 79146 
Il. ELECTORS WHO VOTED 
1. GENERAL 29452 26420 55872 
2. POSTAL 0 0 0 
3. TOTAL 29452 26420 55872 
IV. VOTES 
1. POLLED 55872 ( 70.59% of Total Electors) 
2. VALID 54806 
3. REJECTED 1066 ( 1.91% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 8! AVERAGE ELECTORS PER POLLING STATION :977 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC MD. SOHORAB 18442 
Runner up : RSP SHISH MOHAMMAD 16304 
MARGIN  : 2138 ( 3.90% of Total Valid Votes ) 
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CONSTITUENCY : 53 -SAGARDIGHI (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 36722 35956 72678 
2. SERVICE 0 0 0 
3. TOTAL 36722 35956 72678 
Ill. ELECTORS WHO VOTED 
1. GENERAL 23383 9325 32708 
2. POSTAL 0 0 0 
3. TOTAL 23383 9325 32708 
IV. VOTES 
1. POLLED 32708 ( 45.00% of Total Electors) 
2. VALID 32043 
3. REJECTED 665 ( 2.03% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 7! AVERAGE ELECTORS PER POLLING STATION : 1023 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM HAZARI BISWAS 11394 
Runner up : INC ATUL CHANDRA SARKAR 10477 
MARGIN  : 917 ( 2.86% of Total Valid Votes ) 
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CONSTITUENCY : 54 - JANGIPUR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 42146 41732 83878 
2. SERVICE 0 0 0 
3. TOTAL 42146 41732 83878 
I. ELECTORS WHO VOTED 
1. GENERAL 25891 26204 52095 
2. POSTAL 0 0 0 
3. TOTAL 25891 26204 52095 
IV. VOTES 
1. POLLED 52095 ( 62.11% of Total Electors) 
2. VALID 50770 
3. REJECTED 1325 ( 2.54% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 77 AVERAGE ELECTORS PER POLLING STATION : 1089 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC HABIBUR RAHAMAN 21395 
Runner up : SUC ACHINTYA SINGHA 11850 
MARGIN  : 9545 ( 18.80% of Total Valid Votes ) 
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CONSTITUENCY : 55 - LALGOLA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 40581 37302 77883 
2. SERVICE 0 0 0 
3. TOTAL 40581 37302 77883 
I. ELECTORS WHO VOTED 
1. GENERAL 29144 24828 53972 
2. POSTAL 0 0 0 
3. TOTAL 29144 24828 53972 
IV. VOTES 
1. POLLED 53972 ( 69.30% of Total Electors) 
2. VALID 52798 
3. REJECTED 1174 ( 2.18% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 79 AVERAGE ELECTORS PER POLLING STATION : 985 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC ABDUS SATTAR 31144 
Runner up : CPM ZAINAL AABEDIN 9929 
MARGIN  : 21215 ( 40.18% of Total Valid Votes ) 
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CONSTITUENCY : 56 - BHAGABANGOLA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 39472 34882 74354 
2. SERVICE 0 0 0 
3. TOTAL 39472 34882 74354 
Il. ELECTORS WHO VOTED 
1. GENERAL 25335 19891 45226 
2. POSTAL 0 0 0 
3. TOTAL 25335 19891 45226 
IV. VOTES 
1. POLLED 45226 ( 60.83% of Total Electors) 
2. VALID 44331 
3. REJECTED 895 ( 1.98% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 83 AVERAGE ELECTORS PER POLLING STATION : 895 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : IND KAZI HAFIZUR RAHAMAN 14266 
Runner up : CPM SHEIKH KAZIMUDDIN AHMAD 10245 
MARGIN  : 4021 (9.07% of Total Valid Votes ) 
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CONSTITUENCY : 57 - NABAGRAM 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 47241 43358 90599 
2. SERVICE 0 0 0 
3. TOTAL 47241 43358 90599 
Il. ELECTORS WHO VOTED 
1. GENERAL 29812 23429 53241 
2. POSTAL 9 0 0 
3. TOTAL 29812 23429 53241 
IV. VOTES 
1. POLLED 53241 (58.77% of Total Electors) 
2. VALID 52445 
3. REJECTED 796 ( 1.50% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 104 AVERAGE ELECTORS PER POLLING STATION : 871 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM BIRENDRA NARAYAN RAY 29951 
Runner up : JNP DURGAPADA SINHA 13659 
MARGIN : 16292 ( 31.06% of Total Valid Votes ) 
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CONSTITUENCY : 58 - MURSHIDABAD 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 47939 44213 92152 
2. SERVICE 0 0 0 
3. TOTAL 47939 44213 92152 
Il. ELECTORS WHO VOTED 
1. GENERAL 26928 21168 48096 
2. POSTAL 0 0 0 
3. TOTAL 26928 21168 48096 
IV. VOTES 
1. POLLED 48096 (52.19% of Total Electors) 
2. VALID 47343 
3. REJECTED 753 ( 1.57% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 95 AVERAGE ELECTORS PER POLLING STATION : 970 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : FBL CHHAYA GHOSH 17524 
Runner up : JNP SYED NAWAB JANI MEERZA 12960 
MARGIN  : 4564 (9.64% of Total Valid Votes ) 
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CONSTITUENCY : 59 - JALANGI 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 49125 45952 95077 
2. SERVICE 0 0 0 
3. TOTAL 49125 45952 95077 
Il. ELECTORS WHO VOTED 
1. GENERAL 33737 26320 60057 
2. POSTAL 0 0 0 
3. TOTAL 33737 26320 60057 
IV. VOTES 
1. POLLED 60057 ( 63.17% of Total Electors) 
2. VALID 58988 
3. REJECTED 1069 ( 1.78% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !00 AVERAGE ELECTORS PER POLLING STATION : 950 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM ATAHAR RAHAMAN 25159 
Runner up : IND RANJIT KUMAR HALDAR 15898 
MARGIN  : 9261 ( 15.70% of Total Valid Votes ) 
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CONSTITUENCY : 60 - DOMKAL 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 47506 43357 90863 
2. SERVICE 0 0 0 
3. TOTAL 47506 43357 90863 
Il. ELECTORS WHO VOTED 
1. GENERAL 35310 23731 59041 
2. POSTAL 0 0 0 
3. TOTAL 35310 23731 59041 
IV. VOTES 
1. POLLED 59041 ( 64.98% of Total Electors) 
2. VALID 58012 
3. REJECTED 1029 ( 1.74% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 9! AVERAGE ELECTORS PER POLLING STATION : 998 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: CPM MD. ABDUL BARI 33084 
Runner up : INC EKRAMUL HAQUE BISWAS 18240 
MARGIN: 14844 ( 25.59% of Total Valid Votes ) 
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CONSTITUENCY : 61 -NAODA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 48059 45443 93502 
2. SERVICE 0 0 0 
3. TOTAL 48059 45443 93502 
Il. ELECTORS WHO VOTED 
1. GENERAL 37543 28399 65942 
2. POSTAL 9 0 0 
3. TOTAL 37543 28399 65942 
IV. VOTES 
1. POLLED 65942 ( 70.52% of Total Electors) 
2. VALID 64792 
3. REJECTED 1150 ( 1.74% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 9° AVERAGE ELECTORS PER POLLING STATION : 1016 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : RSP JAYANTA KUMAR BISWAS 33096 
Runner up : INC NASIRUDDIN KHAN 20399 
MARGIN  : 12697 ( 19.60% of Total Valid Votes ) 
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CONSTITUENCY : 62 - HARIHARPARA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 44178 41983 86161 
2. SERVICE 0 0 0 
3. TOTAL 44178 41983 86161 
Il. ELECTORS WHO VOTED 
1. GENERAL 32902 23337 56239 
2. POSTAL 0 0 0 
3. TOTAL 32902 23337 56239 
IV. VOTES 
1. POLLED 56239 ( 65.27% of Total Electors) 
2. VALID 55269 
3. REJECTED 970 ( 1.72% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !03 AVERAGE ELECTORS PER POLLING STATION : 836 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC SHAIKH IMAJUDDIN 14964 
Runner up : SUC ABU RAIHAN BISWAS 13267 
MARGIN  : 1697 ( 3.07% of Total Valid Votes ) 
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CONSTITUENCY : 63 - BERHAMPORE 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 53383 49572 102955 
2. SERVICE 0 0 0 
3. TOTAL 53383 49572 102955 
Il. ELECTORS WHO VOTED 
1. GENERAL 30702 26858 57560 
2. POSTAL 0 0 0 
3. TOTAL 30702 26858 57560 
IV. VOTES 
1. POLLED 57560 (55.91% of Total Electors) 
2. VALID 56796 
3. REJECTED 764 ( 1.33% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !09 AVERAGE ELECTORS PER POLLING STATION : 944 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : RSP DEBABRATA BANDOPADHYAY 34843 
Runner up : INC SUBRATA SAHA 14876 
MARGIN : 19967 ( 35.16% of Total Valid Votes ) 
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CONSTITUENCY : 64- BELDANGA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 51346 47773 99119 
2. SERVICE 0 0 0 
3. TOTAL 51346 47773 99119 
Il. ELECTORS WHO VOTED 
1. GENERAL 38332 30304 68636 
2. POSTAL 9 0 0 
3. TOTAL 38332 30304 68636 
IV. VOTES 
1. POLLED 68636 ( 69.25% of Total Electors) 
2. VALID 67584 
3. REJECTED 1052 ( 1.53% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !00 AVERAGE ELECTORS PER POLLING STATION : 991 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : RSP TIMIR BARAN BHADURY 31320 
Runner up : INC NURUL ISLAM CHOWDHURY 19536 
MARGIN  : 11784 ( 17.44% of Total Valid Votes ) 
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CONSTITUENCY : 65 - KANDI 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 48638 46293 94931 
2. SERVICE 0 0 0 
3. TOTAL 48638 46293 94931 
Il. ELECTORS WHO VOTED 
1. GENERAL 37887 21249 59136 
2. POSTAL 0 0 0 
3. TOTAL 37887 21249 59136 
IV. VOTES 
1. POLLED 59136 ( 62.29% of Total Electors) 
2. VALID 58111 
3. REJECTED 1025 ( 1.73% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !04 AVERAGE ELECTORS PER POLLING STATION : 912 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC ATISH CHANDRA SINHA 24518 
Runner up : JNP JAGADISH SINHA 17728 
MARGIN  : 6790 (11.68% of Total Valid Votes ) 
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CONSTITUENCY : 66 - KHARGRAM (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 47622 45941 93563 
2. SERVICE 0 0 0 
3. TOTAL 47622 45941 93563 
Il. ELECTORS WHO VOTED 
1. GENERAL 32672 13948 46620 
2. POSTAL 9 0 0 
3. TOTAL 32672 13948 46620 
IV. VOTES 
1. POLLED 46620 ( 49.83% of Total Electors) 
2. VALID 45627 
3. REJECTED 993 ( 2.13% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 104 AVERAGE ELECTORS PER POLLING STATION : 899 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM DINABANDHU MAJHI 23298 
Runner up : INC HARENDRA NATH HALDER 11056 
MARGIN: 12242 ( 26.83% of Total Valid Votes ) 
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CONSTITUENCY : 67 - BARWAN 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 48326 47429 95755 
2. SERVICE 0 0 0 
3. TOTAL 48326 47429 95755 
Il. ELECTORS WHO VOTED 
1. GENERAL 29983 11444 41427 
2. POSTAL 0 0 0 
3. TOTAL 29983 11444 41427 
IV. VOTES 
1. POLLED 41427 ( 43.26% of Total Electors) 
2. VALID 40765 
3. REJECTED 662 ( 1.60% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 109 AVERAGE ELECTORS PER POLLING STATION : 878 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner ; RSP AMALENDRA ROY 23004 
Runner up : INC SUNIL MOHAN GHOSH MOULIK 8221 
MARGIN  : 14783 ( 36.26% of Total Valid Votes ) 
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CONSTITUENCY : 68 - BHARATPUR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 44704 43924 88628 
2. SERVICE 0 0 0 
3. TOTAL 44704 43924 88628 
Il. ELECTORS WHO VOTED 
1. GENERAL 29596 11278 40874 
2. POSTAL 0 0 0 
3. TOTAL 29596 11278 40874 
IV. VOTES 
1. POLLED 40874 ( 46.12% of Total Electors) 
2. VALID 40161 
3. REJECTED 713 ( 1.74% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : °2 AVERAGE ELECTORS PER POLLING STATION : 963 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: RSP SATYAPADA BHATTACHARYYA 20743 
Runner up : IND ABDUL MANNAN 7542 
MARGIN: 13201 ( 32.87% of Total Valid Votes ) 
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CONSTITUENCY : 69 - KARIMPUR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 38676 38485 77161 
2. SERVICE 0 0 0 
3. TOTAL 38676 38485 77161 
Il. ELECTORS WHO VOTED 
1. GENERAL 30308 25870 56178 
2. POSTAL 0 0 0 
3. TOTAL 30308 25870 56178 
IV. VOTES 
1. POLLED 56178 ( 72.81% of Total Electors) 
2. VALID 55134 
3. REJECTED 1044 ( 1.86% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 89 AVERAGE ELECTORS PER POLLING STATION : 866 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: CPM SAMARENDRA NATH SANYAL 23905 
Runner up : INC ARABINDRA MANDAL 12147 
MARGIN  : 11758 ( 21.33% of Total Valid Votes ) 
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CONSTITUENCY : 70 - PALASHIPARA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 43919 43015 86934 
2. SERVICE 0 0 0 
3. TOTAL 43919 43015 86934 
Il. ELECTORS WHO VOTED 
1. GENERAL 33655 26792 60447 
2. POSTAL 0 0 0 
3. TOTAL 33655 26792 60447 
IV. VOTES 
1. POLLED 60447 ( 69.53% of Total Electors) 
2. VALID 59283 
3. REJECTED 1164 ( 1.93% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !00 AVERAGE ELECTORS PER POLLING STATION : 869 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM MADHABENDU MOHANTA 25912 
Runner up : INC KARTIC CHANDRA BISWAS 12151 
MARGIN  : 13761 ( 23.21% of Total Valid Votes ) 
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CONSTITUENCY : 71 - NAKASHIPARA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 38064 36559 74623 
2. SERVICE 0 0 0 
3. TOTAL 38064 36559 74623 
Il. ELECTORS WHO VOTED 
1. GENERAL 26432 18839 45271 
2. POSTAL 0 0 0 
3. TOTAL 26432 18839 45271 
IV. VOTES 
1. POLLED 45271 ( 60.67% of Total Electors) 
2. VALID 44256 
3. REJECTED 1015 ( 2.24% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 87 AVERAGE ELECTORS PER POLLING STATION : 857 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner ; CPM MIR FAKIR MOHAMMAD 17645 
Runner up : JNP S.M. BADARUDDIN 6921 
MARGIN  : 10724 ( 24.23% of Total Valid Votes ) 
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CONSTITUENCY : 72 - KALIGANJ 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 38579 37231 75810 
2. SERVICE 0 0 0 
3. TOTAL 38579 37231 75810 
I. ELECTORS WHO VOTED 
1. GENERAL 29300 24643 53943 
2. POSTAL 0 0 0 
3. TOTAL 29300 24643 53943 
IV. VOTES 
1. POLLED 53943 (71.16% of Total Electors) 
2. VALID 53088 
3. REJECTED 855 ( 1.59% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 86 AVERAGE ELECTORS PER POLLING STATION : 881 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : RSP DEBSARAN GHOSH 21851 
Runner up : JNP S. M. FAZLUR RAHMAN 18729 
MARGIN  : 3122 (5.88% of Total Valid Votes ) 
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CONSTITUENCY : 73 - CHAPRA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 38607 38337 76944 
2. SERVICE 0 0 0 
3. TOTAL 38607 38337 76944 
Il. ELECTORS WHO VOTED 
1. GENERAL 30641 25499 56140 
2. POSTAL 0 0 0 
3. TOTAL 30641 25499 56140 
IV. VOTES 
1. POLLED 56140 ( 72.96% of Total Electors) 
2. VALID 54920 
3. REJECTED 1220 ( 2.17% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 87 AVERAGE ELECTORS PER POLLING STATION : 884 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM SAHABUDDIN MONDAL 33207 
Runner up : JNP KAZI SAFLUDDIN 13678 
MARGIN : 19529 ( 35.56% of Total Valid Votes ) 
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CONSTITUENCY : 74 - KRISHNAGANJ (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 34191 34239 68430 
2. SERVICE 0 0 0 
3. TOTAL 34191 34239 68430 
Il. ELECTORS WHO VOTED 
1. GENERAL 24635 20429 45064 
2. POSTAL 0 0 0 
3. TOTAL 24635 20429 45064 
IV. VOTES 
1. POLLED 45064 ( 65.85% of Total Electors) 
2. VALID 44260 
3. REJECTED 804 ( 1.78% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 82 AVERAGE ELECTORS PER POLLING STATION : 834 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winners: CPM JNANENDRANATH BISWAS 23635 
Runner up : JNP AMULYA KUMAR BISWAS 13131 
MARGIN : 10504 ( 23.73% of Total Valid Votes ) 
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CONSTITUENCY : 75 - KRISHNAGAR EAST 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 41885 39927 81812 
2. SERVICE 0 0 0 
3. TOTAL 41885 39927 81812 
Il. ELECTORS WHO VOTED 
1. GENERAL 25136 23650 48786 
2. POSTAL 0 0 0 
3. TOTAL 25136 23650 48786 
IV. VOTES 
1. POLLED 48786 ( 59.63% of Total Electors) 
2. VALID 47906 
3. REJECTED 880 ( 1.80% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 87 AVERAGE ELECTORS PER POLLING STATION : 940 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP KASHIKANTA MAITRA 20649 
Runner up : CPM SADHAN CHTTOPADHDYAY 20445 
MARGIN  : 204 (0.43% of Total Valid Votes ) 
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CONSTITUENCY : 76 - KRISHNAGAR WEST 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 36666 37306 73972 
2. SERVICE 0 0 0 
3. TOTAL 36666 37306 73972 
Il. ELECTORS WHO VOTED 
1. GENERAL 23991 20761 44752 
2. POSTAL 0 0 0 
3. TOTAL 23991 20761 44752 
IV. VOTES 
1. POLLED 44752 ( 60.50% of Total Electors) 
2. VALID 43839 
3. REJECTED 913 ( 2.04% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 86 AVERAGE ELECTORS PER POLLING STATION : 860 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM AMRITENDU MUKHERJEE 26311 
Runner up : JNP MOHADEB BHATTACHARYA 7140 
MARGIN  : 19171 ( 43.73% of Total Valid Votes ) 
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CONSTITUENCY : 77 - NABADWIP 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 53002 50705 103707 
2. SERVICE 0 0 0 
3. TOTAL 53002 50705 103707 
Il. ELECTORS WHO VOTED 
1. GENERAL 27861 28048 55909 
2. POSTAL 0 0 0 
3. TOTAL 27861 28048 55909 
IV. VOTES 
1. POLLED 55909 (53.91% of Total Electors) 
2. VALID 54844 
3. REJECTED 1065 ( 1.90% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !09 AVERAGE ELECTORS PER POLLING STATION : 951 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM DEBI PROSAD BASU 27818 
Runner up : INC SASTHI BHUSAN PAL 16644 
MARGIN  : 11174 ( 20.37% of Total Valid Votes ) 
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CONSTITUENCY : 78 -SANTIPUR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 43925 40419 84344 
2. SERVICE 0 0 0 
3. TOTAL 43925 40419 84344 
Il. ELECTORS WHO VOTED 
1. GENERAL 27223 25075 52298 
2. POSTAL 0 0 0 
3. TOTAL 27223 25075 52298 
IV. VOTES 
1. POLLED 52298 ( 62.01% of Total Electors) 
2. VALID 51244 
3. REJECTED 1054 ( 2.02% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : °! AVERAGE ELECTORS PER POLLING STATION : 926 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : RCI BIMALANANDA MUKHERJEE 28553 
Runner up : JNP JNANENDRA NATH PRAMANIK 14371 
MARGIN  : 14182 ( 27.68% of Total Valid Votes ) 
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CONSTITUENCY : 79 - HANSKHALI (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 44024 40199 84223 
2. SERVICE 0 0 0 
3. TOTAL 44024 40199 84223 
Il. ELECTORS WHO VOTED 
1. GENERAL 31716 26920 58636 
2. POSTAL 0 0 0 
3. TOTAL 31716 26920 58636 
IV. VOTES 
1. POLLED 58636 ( 69.62% of Total Electors) 
2. VALID 57688 
3. REJECTED 948 ( 1.62% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 9! AVERAGE ELECTORS PER POLLING STATION : 925 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM SUKUMAR MONDAL 25861 
Runner up : INC ANANDA MOHAN BISWAS 20060 
MARGIN  : 5801 ( 10.06% of Total Valid Votes ) 
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CONSTITUENCY : 80 - RANAGHAT EAST (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 50287 41121 91408 
2. SERVICE 0 0 0 
3. TOTAL 50287 41121 91408 
Il. ELECTORS WHO VOTED 
1. GENERAL 31072 28600 59672 
2. POSTAL 0 0 0 
3. TOTAL 31072 28600 59672 
IV. VOTES 
1. POLLED 59672 ( 65.28% of Total Electors) 
2. VALID 58768 
3. REJECTED 904 ( 1.51% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !00 AVERAGE ELECTORS PER POLLING STATION : 914 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM SATISH CHANDRA BISWAS 28786 
Runner up : INC SUSHIL KUMAR RAY 16133 
MARGIN  : 12653 ( 21.53% of Total Valid Votes ) 
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CONSTITUENCY : 81 - RANAGHAT WEST 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 54460 42897 97357 
2. SERVICE 0 0 0 
3. TOTAL 54460 42897 97357 
Il. ELECTORS WHO VOTED 
1. GENERAL 31277 28722 59999 
2. POSTAL 9 0 0 
3. TOTAL 31277 28722 59999 
IV. VOTES 
1. POLLED 59999 ( 61.63% of Total Electors) 
2. VALID 59198 
3. REJECTED 801 ( 1.34% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 99 AVERAGE ELECTORS PER POLLING STATION : 983 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM KUNDU GOURCHANDRA 33546 
Runner up : INC NARESH CHANDRA CHAKI 13713 
MARGIN : 19833 ( 33.50% of Total Valid Votes ) 
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CONSTITUENCY : 82 - CHAKDAHA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 55679 47156 102835 
2. SERVICE 0 0 0 
3. TOTAL 55679 47156 102835 
Il. ELECTORS WHO VOTED 
1. GENERAL 33668 26299 59967 
2. POSTAL 0 0 0 
3. TOTAL 33668 26299 59967 
IV. VOTES 
1. POLLED 59967 (58.31% of Total Electors) 
2. VALID 59131 
3. REJECTED 836 ( 1.39% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !03 AVERAGE ELECTORS PER POLLING STATION : 998 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : IND BINOY KUMAR BISWAS 32238 
Runner up : INC SARADINDU BISWAS 11895 
MARGIN : 20343 ( 34.40% of Total Valid Votes ) 
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CONSTITUENCY : 83 - HARINGHATA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 46160 40817 86977 
2. SERVICE 0 0 0 
3. TOTAL 46160 40817 86977 
Il. ELECTORS WHO VOTED 
1. GENERAL 32100 26200 58300 
2. POSTAL 0 0 0 
3. TOTAL 32100 26200 58300 
IV. VOTES 
1. POLLED 58300 ( 67.03% of Total Electors) 
2. VALID 57272 
3. REJECTED 1028 ( 1.76% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 93 AVERAGE ELECTORS PER POLLING STATION : 935 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM MALAKAR NANIGOPAL 28652 
Runner up : INC MANAS KUMAR GANGULY 16698 
MARGIN  : 11954 ( 20.87% of Total Valid Votes ) 
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CONSTITUENCY : 84 - BAGDAHA (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 39283 37760 771043 
2. SERVICE 0 0 0 
3. TOTAL 39283 37760 771043 
Il. ELECTORS WHO VOTED 
1. GENERAL 30534 26048 56582 
2. POSTAL 0 0 0 
3. TOTAL 30534 26048 56582 
IV. VOTES 
1. POLLED 56582 ( 73.44% of Total Electors) 
2. VALID 55847 
3. REJECTED 735 ( 1.30% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : °° AVERAGE ELECTORS PER POLLING STATION : 865 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : FBL KAMALAKSHMI BISWAS 25049 
Runner up : IND APURBA LAL MAJUMDAR 24966 
MARGIN  : 83 (0.15% — of Total Valid Votes ) 
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CONSTITUENCY : 85 - BONGAON 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 48557 45171 93728 
2. SERVICE 0 0 0 
3. TOTAL 48557 45171 93728 
Il. ELECTORS WHO VOTED 
1. GENERAL 31917 27866 59783 
2. POSTAL 0 0 0 
3. TOTAL 31917 27866 59783 
IV. VOTES 
1. POLLED 59783 ( 63.78% of Total Electors) 
2. VALID 59007 
3. REJECTED 716 ( 1.30% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !09 AVERAGE ELECTORS PER POLLING STATION : 859 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM RANJIT MITRA 27820 
Runner up : INC BHUPENDRA NATH SETH 18619 
MARGIN  : 9201 ( 15.59% of Total Valid Votes ) 
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CONSTITUENCY : 86-GAIGHATA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 51087 48063 99150 
2. SERVICE 0 0 0 
3. TOTAL 51087 48063 99150 
Il. ELECTORS WHO VOTED 
1. GENERAL 36035 31106 67141 
2. POSTAL 0 0 0 
3. TOTAL 36035 31106 67141 
IV. VOTES 
1. POLLED 67141 ( 67.72% of Total Electors) 
2. VALID 66293 
3. REJECTED 848 ( 1.26% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !!2 AVERAGE ELECTORS PER POLLING STATION : 885 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM KANTI CHANDRA BISWAS 32620 
Runner up : INC RADHA PADA BISWAS 24562 
MARGIN  : 8058 ( 12.16% of Total Valid Votes ) 
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CONSTITUENCY : 87 - HABRA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 50911 41979 92890 
2. SERVICE 0 0 0 
3. TOTAL 50911 41979 92890 
Il. ELECTORS WHO VOTED 
1. GENERAL 33329 22323 55652 
2. POSTAL 0 0 0 
3. TOTAL 33329 22323 55652 
IV. VOTES 
1. POLLED 55652 (59.91% of Total Electors) 
2. VALID 54930 
3. REJECTED 722 ( 1.30% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 100 AVERAGE ELECTORS PER POLLING STATION : 928 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: CPM NIRODE ROY CHOWDHURY 29676 
Runner up : INC KRISHNADAS CHATTOPADHYAY 17062 
MARGIN: 12614 ( 22.96% of Total Valid Votes ) 
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CONSTITUENCY : 88 - AAHOKENAGAR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 53809 48026 101835 
2. SERVICE 0 0 0 
3. TOTAL 53809 48026 101835 
I. ELECTORS WHO VOTED 
1. GENERAL 32507 26192 58699 
2. POSTAL 0 0 0 
3. TOTAL 32507 26192 58699 
IV. VOTES 
1. POLLED 58699 (57.64% of Total Electors) 
2. VALID 58020 
3. REJECTED 679 ( 1.16% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !20 AVERAGE ELECTORS PER POLLING STATION : 848 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM NANI KAR 33702 
Runner up : IND KESHAB CHANDRA BHATTACHARJEE 19887 
MARGIN  : 13815 ( 23.81% of Total Valid Votes ) 
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CONSTITUENCY : 89 - AMDANGA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 42638 37594 80232 
2. SERVICE 0 0 0 
3. TOTAL 42638 37594 80232 
Il. ELECTORS WHO VOTED 
1. GENERAL 30093 23091 53184 
2. POSTAL 0 0 0 
3. TOTAL 30093 23091 53184 
IV. VOTES 
1. POLLED 53184 ( 66.29% of Total Electors) 
2. VALID 52445 
3. REJECTED 739 ( 1.39% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !02 AVERAGE ELECTORS PER POLLING STATION : 786 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM HASHIM ABDUL HALIM 27189 
Runner up : JNP MIRA DUTTA 11435 
MARGIN  : 15754 ( 30.04% of Total Valid Votes ) 
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CONSTITUENCY : 90 - BARASAT 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 53431 49088 102519 
2. SERVICE 0 0 0 
3. TOTAL 53431 49088 102519 
Ill. ELECTORS WHO VOTED 
1. GENERAL 32109 25190 57299 
2. POSTAL 0 0 0 
3. TOTAL 32109 25190 57299 
IV. VOTES 
1. POLLED 57299 (55.89% of Total Electors) 
2. VALID 56221 
3. REJECTED 1078 ( 1.88% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !21 AVERAGE ELECTORS PER POLLING STATION : 847 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winners: FBL SARAL DEB 31444 
Runner up : INC KANTI RANJAN CHATOPADHYAYA 11465 
MARGIN: 19979 ( 35.54% of Total Valid Votes ) 
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CONSTITUENCY : 91 - RAJARHAT (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 45485 41799 87284 
2. SERVICE 0 0 0 
3. TOTAL 45485 41799 87284 
I. ELECTORS WHO VOTED 
1. GENERAL 28304 24364 52668 
2. POSTAL 0 0 0 
3. TOTAL 28304 24364 52668 
IV. VOTES 
1. POLLED 52668 ( 60.34% of Total Electors) 
2. VALID 51772 
3. REJECTED 896 ( 1.70% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !02 AVERAGE ELECTORS PER POLLING STATION : 855 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: CPM RABINDRA NATH MANDAL 28495 
Runner up : INC AMALENDU SEKHAR NASKAR 12126 
MARGIN: 16369 ( 31.62% of Total Valid Votes ) 
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CONSTITUENCY : 92 - DEGANGA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 38848 34977 73825 
2. SERVICE 0 0 0 
3. TOTAL 38848 34977 73825 
Ill. ELECTORS WHO VOTED 
1. GENERAL 28208 18261 46469 
2. POSTAL 0 0 0 
3. TOTAL 28208 18261 46469 
IV. VOTES 
1. POLLED 46469 ( 62.94% of Total Electors) 
2. VALID 45538 
3. REJECTED 931 ( 2.00% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 88 AVERAGE ELECTORS PER POLLING STATION : 838 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : MUL A. K. M. HASSAN UZZAMAN 23589 
Runner up : FBL MD. YAKUB 11230 
MARGIN  : 12359 ( 27.14% of Total Valid Votes ) 
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CONSTITUENCY : 93 -SWARUPNAGAR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 41041 37443 78484 
2. SERVICE 0 0 0 
3. TOTAL 41041 37443 78484 
I. ELECTORS WHO VOTED 
1. GENERAL 28719 25359 54078 
2. POSTAL 0 0 0 
3. TOTAL 28719 25359 54078 
IV. VOTES 
1. POLLED 54078 ( 68.90% of Total Electors) 
2. VALID 53385 
3. REJECTED 693 ( 1.28% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : °% AVERAGE ELECTORS PER POLLING STATION : 800 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM ANISUR RAHMAN 17351 
Runner up : INC CHANDRA NATH MISRA 14246 
MARGIN  : 3105 (5.82% of Total Valid Votes ) 
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CONSTITUENCY : 94-BADURIA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 44356 41915 86271 
2. SERVICE 0 0 0 
3. TOTAL 44356 41915 86271 
Il. ELECTORS WHO VOTED 
1. GENERAL 27457 21898 49355 
2. POSTAL 0 0 0 
3. TOTAL 27457 21898 49355 
IV. VOTES 
1. POLLED 49355 (57.21% of Total Electors) 
2. VALID 48743 
3. REJECTED 612 ( 1.24% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !09 AVERAGE ELECTORS PER POLLING STATION : 79! 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM MOSTAFA BIN QUASEM 25756 
Runner up : INC ZULFIQUER ALI 14003 
MARGIN  : 11753 ( 24.11% of Total Valid Votes ) 
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CONSTITUENCY : 95 - BASIRHAT 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 52389 51197 103586 
2. SERVICE 0 0 0 
3. TOTAL 52389 51197 103586 
Il. ELECTORS WHO VOTED 
1. GENERAL 32045 25378 57423 
2. POSTAL 0 0 0 
3. TOTAL 32045 25378 57423 
IV. VOTES 
1. POLLED 57423 (55.44% of Total Electors) 
2. VALID 56546 
3. REJECTED 877 ( 1.53% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !20 AVERAGE ELECTORS PER POLLING STATION : 863 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM NARAYAN MUKHERJEE 26447 
Runner up : INC DEBI PRASAD NANDA 12312 
MARGIN  : 14135 ( 25.00% of Total Valid Votes ) 
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CONSTITUENCY : 96 - HASNABAD 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 40144 35478 75622 
2. SERVICE 0 0 0 
3. TOTAL 40144 35478 75622 
Il. ELECTORS WHO VOTED 
1. GENERAL 25493 17551 43044 
2. POSTAL 0 0 0 
3. TOTAL 25493 17551 43044 
IV. VOTES 
1. POLLED 43044 ( 56.92% of Total Electors) 
2. VALID 42259 
3. REJECTED 785 (| 1.82% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 95 AVERAGE ELECTORS PER POLLING STATION : 796 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM AMIYA BANERJEE 15188 
Runner up : INC MOLLA TASMATULLA 11642 
MARGIN  : 3546 ( 8.39% of Total Valid Votes ) 
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CONSTITUENCY : 97 - HAROA (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 47024 40458 87482 
2. SERVICE 0 0 0 
3. TOTAL 47024 40458 87482 
Il. ELECTORS WHO VOTED 
1. GENERAL 26558 15846 42404 
2. POSTAL 0 0 0 
3. TOTAL 26558 15846 42404 
IV. VOTES 
1. POLLED 42404 ( 48.47% of Total Electors) 
2. VALID 41542 
3. REJECTED 862 ( 2.03% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !02 AVERAGE ELECTORS PER POLLING STATION : 857 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM KSHITI RANJAN MONDAL 24310 
Runner up : JNP BRAJENDRA NATH SARKAR 8520 
MARGIN  : 15790 ( 38.01% of Total Valid Votes ) 
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CONSTITUENCY : 98 - SANDESHKHALI (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 51155 40762 91917 
2. SERVICE 0 0 0 
3. TOTAL 51155 40762 91917 
Il. ELECTORS WHO VOTED 
1. GENERAL 30915 24369 55284 
2. POSTAL 9 0 0 
3. TOTAL 30915 24369 55284 
IV. VOTES 
1. POLLED 55284 ( 60.15% of Total Electors) 
2. VALID 54289 
3. REJECTED 995 ( 1.80% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 120 AVERAGE ELECTORS PER POLLING STATION : 765 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM KUMUD RANJAN BISWAS 32907 
Runner up : INC RAMAJIT KUMAR DAS 11260 
MARGIN : 21647 ( 39.87% of Total Valid Votes ) 
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CONSTITUENCY : 99 - HINGALGANJ (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 46848 39427 86275 
2. SERVICE 0 0 0 
3. TOTAL 46848 39427 86275 
Il. ELECTORS WHO VOTED 
1. GENERAL 30224 24109 54333 
2. POSTAL 9 0 0 
3. TOTAL 30224 24109 54333 
IV. VOTES 
1. POLLED 54333 ( 62.98% of Total Electors) 
2. VALID 53436 
3. REJECTED 897 ( 1.65% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !07 AVERAGE ELECTORS PER POLLING STATION : 806 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM SUDHANGSHU MONDAL 23475 
Runner up : JNP AMAL KRISHNA MISTRI 10989 
MARGIN  : 12486 ( 23.37% of Total Valid Votes ) 
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CONSTITUENCY : 100 - GOSABA (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 47069 34700 81769 
2. SERVICE 0 0 0 
3. TOTAL 47069 34700 81769 
Il. ELECTORS WHO VOTED 
1. GENERAL 28090 23076 51166 
2. POSTAL 0 0 0 
3. TOTAL 28090 23076 51166 
IV. VOTES 
1. POLLED 51166 ( 62.57% of Total Electors) 
2. VALID 50415 
3. REJECTED 751 ( 1.47% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !08 AVERAGE ELECTORS PER POLLING STATION : 757 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : RSP GANESH CHANDRA MONDAL 24300 
Runner up : INC PARESH BAIDYA 16530 
MARGIN : 7770 (15.41% of Total Valid Votes ) 
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CONSTITUENCY : 101 - BASANTI (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 54253 40041 94294 
2. SERVICE 0 0 0 
3. TOTAL 54253 40041 94294 
Il. ELECTORS WHO VOTED 
1. GENERAL 27661 20301 47962 
2. POSTAL 9 0 0 
3. TOTAL 27661 20301 47962 
IV. VOTES 
1. POLLED 47962 ( 50.86% of Total Electors) 
2. VALID 47223 
3. REJECTED 739 ( 1.54% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !07 AVERAGE ELECTORS PER POLLING STATION : 881 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : RSP KALIPADA BARMAN 24695 
Runner up : INC CHITTARANJAN NASKAR 11765 
MARGIN : 12930 ( 27.38% of Total Valid Votes ) 
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CONSTITUENCY : 102 - KULTALI (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 49151 47924 97075 
2. SERVICE 0 0 0 
3. TOTAL 49151 47924 97075 
Il. ELECTORS WHO VOTED 
1. GENERAL 28880 23443 52323 
2. POSTAL 0 0 0 
3. TOTAL 28880 23443 52323 
IV. VOTES 
1. POLLED 52323 ( 53.90% of Total Electors) 
2. VALID 51428 
3. REJECTED 895 ( 1.71% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !09 AVERAGE ELECTORS PER POLLING STATION : 890 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : SUC PROBODH PURKAIT 24086 
Runner up : JNP ANANDI TANTI 14750 
MARGIN : 9336 (18.15% of Total Valid Votes ) 
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CONSTITUENCY : 103 - JOYNAGAR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 49107 45911 95018 
2. SERVICE 0 0 0 
3. TOTAL 49107 45911 95018 
Il. ELECTORS WHO VOTED 
1. GENERAL 32302 25752 58054 
2. POSTAL 0 0 0 
3. TOTAL 32302 25752 58054 
IV. VOTES 
1. POLLED 58054 ( 61.10% of Total Electors) 
2. VALID 57158 
3. REJECTED 896 ( 1.54% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !15 AVERAGE ELECTORS PER POLLING STATION : 826 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : SUC DEBA PROSAD SARKAR 27778 
Runner up : JNP JNANTOSH CHAKRABORTI 13258 
MARGIN : 14520 ( 25.40% of Total Valid Votes ) 





rptConstituencySummary - Page 103 of 294 
118 


Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 104 - BARUIPUR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 49938 40051 89989 
2. SERVICE 0 0 0 
3. TOTAL 49938 40051 89989 
Il. ELECTORS WHO VOTED 
1. GENERAL 30641 24939 55580 
2. POSTAL 0 0 0 
3. TOTAL 30641 24939 55580 
IV. VOTES 
1. POLLED 55580 ( 61.76% of Total Electors) 
2. VALID 54693 
3. REJECTED 887 ( 1.60% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 9 AVERAGE ELECTORS PER POLLING STATION : 947 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: CPM HEMEN MAJUMDAR 31689 
Runner up : INC RAM KANTA MANDAL 12273 
MARGIN: 19416 ( 35.50% of Total Valid Votes ) 





rptConstituencySummary - Page 104 of 294 
119 


Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 








CONSTITUENCY DATA - SUMMARY 





CONSTITUENCY : 105 - CANNING WEST (SC) 











MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 53514 47633 101147 

2. SERVICE 0 0 0 

3. TOTAL 53514 47633 101147 
Ill. ELECTORS WHO VOTED 

1. GENERAL 33363 26222 59585 

2. POSTAL 0 0 0 

3. TOTAL 33363 26222 59585 
IV. VOTES 

1. POLLED 59585 ( 58.91% of Total Electors) 

2. VALID 58422 

3. REJECTED 1163 ( 1.95% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 





V. POLLING STATIONS 








NUMBER: !!7 AVERAGE ELECTORS PER POLLING STATION : 864 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner CPM CHITTA RANJAN MRIDHA 20675 
Runner up : INC GOBINDA CHANDRA NASLAR 16010 
MARGIN 4665 (7.99% of Total Valid Votes ) 
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CONSTITUENCY : 106 - CANNING EAST 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 39768 37127 76895 
2. SERVICE 0 0 0 
3. TOTAL 39768 37127 76895 
Il. ELECTORS WHO VOTED 
1. GENERAL 24713 17821 42534 
2. POSTAL 0 0 0 
3. TOTAL 24713 17821 42534 
IV. VOTES 
1. POLLED 42534 (55.31% of Total Electors) 
2. VALID 41744 
3. REJECTED 790 ( 1.86% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 9 AVERAGE ELECTORS PER POLLING STATION : 854 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM ABDUR RAZZAK MOLLA 24580 
Runner up : JNP OSMAN GANI 11976 
MARGIN : 12604 ( 30.19% of Total Valid Votes ) 
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CONSTITUENCY : 107 - BHANGAR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 52683 27069 79752 
2. SERVICE 0 0 0 
3. TOTAL 52683 27069 79752 
I. ELECTORS WHO VOTED 
1. GENERAL 26223 17426 43649 
2. POSTAL 0 0 0 
3. TOTAL 26223 17426 43649 
IV. VOTES 
1. POLLED 43649 (54.73% of Total Electors) 
2. VALID 42806 
3. REJECTED 843 (| 1.93% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 9! AVERAGE ELECTORS PER POLLING STATION : 876 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM DAUD KHAN 14680 
Runner up : JNP AMIR ALI MOLLA 13632 
MARGIN : 1048 (2.45% of Total Valid Votes ) 
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CONSTITUENCY : 108 - JADAVPUR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 58214 42733 100947 
2. SERVICE 0 0 0 
3. TOTAL 58214 42733 100947 
Il. ELECTORS WHO VOTED 
1. GENERAL 33102 22850 55952 
2. POSTAL 0 0 0 
3. TOTAL 33102 22850 55952 
IV. VOTES 
1. POLLED 55952 (55.43% of Total Electors) 
2. VALID 55139 
3. REJECTED 813 ( 1.45% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 104 AVERAGE ELECTORS PER POLLING STATION : 970 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM DINESH MAJUMDAR 35762 
Runner up : JNP SANTIMOY CHATTERJEE 10340 
MARGIN : 25422 ( 46.11% of Total Valid Votes ) 
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CONSTITUENCY : 109 - SONARPUR (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 48959 42863 91822 
2. SERVICE 0 0 0 
3. TOTAL 48959 42863 91822 
Il. ELECTORS WHO VOTED 
1. GENERAL 30100 23387 53487 
2. POSTAL 0 0 0 
3. TOTAL 30100 23387 53487 
IV. VOTES 
1. POLLED 53487 (58.25% of Total Electors) 
2. VALID 52581 
3. REJECTED 906 ( 1.69% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !15 AVERAGE ELECTORS PER POLLING STATION : 798 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM GANGADHAR NASKAR 36138 
Runner up : INC GOURHARI SARDAR 10329 
MARGIN : 25809 ( 49.08% of Total Valid Votes ) 
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CONSTITUENCY : 110 - BISHNUPUR EAST (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 36033 33970 70003 
2. SERVICE 0 0 0 
3. TOTAL 36033 33970 70003 
Il. ELECTORS WHO VOTED 
1. GENERAL 22845 18044 40889 
2. POSTAL 0 0 0 
3. TOTAL 22845 18044 40889 
IV. VOTES 
1. POLLED 40889 (58.41% of Total Electors) 
2. VALID 40193 
3. REJECTED 696 ( 1.70% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 84 AVERAGE ELECTORS PER POLLING STATION : 833 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM SUNDAR NASKAR 25631 
Runner up : INC RAMKRISHNA BAR 10490 
MARGIN : 15141 ( 37.67% of Total Valid Votes ) 
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CONSTITUENCY : 111 - BISHNUPUR WEST 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 42522 39259 81781 
2. SERVICE 0 0 0 
3. TOTAL 42522 39259 81781 
I. ELECTORS WHO VOTED 
1. GENERAL 30232 25695 55927 
2. POSTAL 0 0 0 
3. TOTAL 30232 25695 55927 
IV. VOTES 
1. POLLED 55927 ( 68.39% of Total Electors) 
2. VALID 55201 
3. REJECTED 726 ( 1.30% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 9! AVERAGE ELECTORS PER POLLING STATION : 898 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: CPM PROVESH CHANDRA RAY 34620 
Runner up : INC MOAUE HAQUE SHAIK 10191 
MARGIN: 24429 ( 44.25% of Total Valid Votes ) 
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CONSTITUENCY : 112 - BEHALA EAST 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 60881 45157 106038 
2. SERVICE 0 0 0 
3. TOTAL 60881 45157 106038 
Ill. ELECTORS WHO VOTED 
1. GENERAL 32240 25412 57652 
2. POSTAL 0 0 0 
3. TOTAL 32240 25412 57652 
IV. VOTES 
1. POLLED 57652 ( 54.37% of Total Electors) 
2. VALID 56691 
3. REJECTED 961 ( 1.67% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 106 AVERAGE ELECTORS PER POLLING STATION : 1000 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM NIRANJAN MUKHERJEE 37256 
Runner up : INC INDRAJIT MAJUMDAR 10745 
MARGIN : 26511 ( 46.76% of Total Valid Votes ) 
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CONSTITUENCY : 113 - BEHALA WEST 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 84901 31547 116448 
2. SERVICE 0 0 0 
3. TOTAL 84901 31547 116448 
Ill. ELECTORS WHO VOTED 
1. GENERAL 37739 22172 59911 
2. POSTAL 0 0 0 
3. TOTAL 37739 22172 59911 
IV. VOTES 
1. POLLED 59911 (51.45% of Total Electors) 
2. VALID 59163 
3. REJECTED 748 ( 1.25% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 103 AVERAGE ELECTORS PER POLLING STATION : 1130 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM RABIN MUKHERJEE 37053 
Runner up : INC SUBODH CHANDRA DAS 14600 
MARGIN : 22453 ( 37.95% of Total Valid Votes ) 
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CONSTITUENCY : 114- GARDEN REACH 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 72563 36126 108689 
2. SERVICE 0 0 0 
3. TOTAL 72563 36126 108689 
Il. ELECTORS WHO VOTED 
1. GENERAL 33196 15304 48500 
2. POSTAL 0 0 0 
3. TOTAL 33196 15304 48500 
IV. VOTES 
1. POLLED 48500 ( 44.62% of Total Electors) 
2. VALID 47273 
3. REJECTED 1227 ( 2.53% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 106 AVERAGE ELECTORS PER POLLING STATION : 1025 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM CHHEDILAL SINGH 22719 
Runner up : INC S.M. ABDULLAH 13947 
MARGIN : 8772 ( 18.56% of Total Valid Votes ) 
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CONSTITUENCY : 115 - MAHESHTALA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 53150 33342 86492 
2. SERVICE 0 0 0 
3. TOTAL 53150 33342 86492 
Il. ELECTORS WHO VOTED 
1. GENERAL 26152 19607 45759 
2. POSTAL 0 0 0 
3. TOTAL 26152 19607 45759 
IV. VOTES 
1. POLLED 45759 (52.91% of Total Electors) 
2. VALID 44917 
3. REJECTED 842 ( 1.84% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 20 AVERAGE ELECTORS PER POLLING STATION : 961 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: CPM SUDHIR BHANDARI 27256 
Runner up : JNP MALI SAFIUDDIN 10124 
MARGIN : 17132 ( 38.14% of Total Valid Votes ) 
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CONSTITUENCY : 116 - BUDGE BUDGE 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 60652 28952 89604 
2. SERVICE 0 0 0 
3. TOTAL 60652 28952 89604 
Il. ELECTORS WHO VOTED 
1. GENERAL 28234 21969 50203 
2. POSTAL 0 0 0 
3. TOTAL 28234 21969 50203 
IV. VOTES 
1. POLLED 50203 ( 56.03% of Total Electors) 
2. VALID 49490 
3. REJECTED 713 ( 1.42% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !00 AVERAGE ELECTORS PER POLLING STATION : 896 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM KHITIBHUSAN BURMON 32297 
Runner up : INC BIPULANANDA GUHA ROY 5719 
MARGIN : 26578 ( 53.70% of Total Valid Votes ) 





rptConstituencySummary - Page 116 of 294 
131 


Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 117 - SATGACHITA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 59796 31075 90871 
2. SERVICE 0 0 0 
3. TOTAL 59796 31075 90871 
Il. ELECTORS WHO VOTED 
1. GENERAL 32060 25718 57778 
2. POSTAL 0 0 0 
3. TOTAL 32060 25718 57778 
IV. VOTES 
1. POLLED 57778 ( 63.58% of Total Electors) 
2. VALID 57025 
3. REJECTED 753 ( 1.30% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !01 AVERAGE ELECTORS PER POLLING STATION : 899 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM JYOTI BASU 45538 
Runner up : INC JUMMAN ALI MOLLAH 7092 
MARGIN : 38446 ( 67.42% of Total Valid Votes ) 
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CONSTITUENCY : 118-FALTA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 46933 31337 78270 
2. SERVICE 0 0 0 
3. TOTAL 46933 31337 78270 
Il. ELECTORS WHO VOTED 
1. GENERAL 30541 20325 50866 
2. POSTAL 9 0 0 
3. TOTAL 30541 20325 50866 
IV. VOTES 
1. POLLED 50866 ( 64.99% of Total Electors) 
2. VALID 50149 
3. REJECTED 717 ( 1.41% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !00 AVERAGE ELECTORS PER POLLING STATION : 782 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM NEMAI CHANDRA DAS 32298 
Runner up : INC MOHINI MOHAN PARUI 13573 
MARGIN : 18725 ( 37.34% of Total Valid Votes ) 
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CONSTITUENCY : 119 - DIAMOND HARBOUR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 55772 45605 101377 
2. SERVICE 0 0 0 
3. TOTAL 55772 45605 101377 
Il. ELECTORS WHO VOTED 
1. GENERAL 33991 27765 61756 
2. POSTAL 9 0 0 
3. TOTAL 33991 27765 61756 
IV. VOTES 
1. POLLED 61756 ( 60.92% of Total Electors) 
2. VALID 60943 
3. REJECTED 813 ( 1.32% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !36 AVERAGE ELECTORS PER POLLING STATION : 745 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM ABDUL QUIYOM MOLLA 36584 
Runner up : JNP SANKARI PRASAD MONDAL 19241 
MARGIN : 17343 ( 28.46% of Total Valid Votes ) 
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CONSTITUENCY : 120 - MAGRAHAT WEST 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 50842 33889 84731 
2. SERVICE 0 0 0 
3. TOTAL 50842 33889 84731 
Il. ELECTORS WHO VOTED 
1. GENERAL 32620 21742 54362 
2. POSTAL 0 0 0 
3. TOTAL 32620 21742 54362 
IV. VOTES 
1. POLLED 54362 ( 64.16% of Total Electors) 
2. VALID 53669 
3. REJECTED 693 ( 1.27% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !14 AVERAGE ELECTORS PER POLLING STATION : 743 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: CPM CHHOBHAN GAZI 35348 
Runner up : INC SUDHENDU MUNDLE 14412 
MARGIN: 20936 ( 39.01% of Total Valid Votes ) 
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CONSTITUENCY : 121 - MAGRAHAT EAST (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 51716 42265 93981 
2. SERVICE 0 0 0 
3. TOTAL 51716 42265 93981 
Il. ELECTORS WHO VOTED 
1. GENERAL 32594 26685 59279 
2. POSTAL 0 0 0 
3. TOTAL 32594 26685 59279 
IV. VOTES 
1. POLLED 59279 ( 63.08% of Total Electors) 
2. VALID 58146 
3. REJECTED 1133 ( 1.91% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !15 AVERAGE ELECTORS PER POLLING STATION : 817 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winners: CPM RADJIKA RANJAN PRAMANIK 35349 
Runner up : INC MONORANJAN HALDER 17750 
MARGIN : 17599 ( 30.27% of Total Valid Votes ) 
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CONSTITUENCY : 122 - MANDIRBAZAR (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 50454 41273 91727 
2. SERVICE 0 0 0 
3. TOTAL 50454 41273 91727 
Il. ELECTORS WHO VOTED 
1. GENERAL 30540 24975 55515 
2. POSTAL 0 0 0 
3. TOTAL 30540 24975 55515 
IV. VOTES 
1. POLLED 55515 ( 60.52% of Total Electors) 
2. VALID 54797 
3. REJECTED 718 ( 1.29% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !31 AVERAGE ELECTORS PER POLLING STATION : 700 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : SUC RENUPADA HALDER 19151 
Runner up : CPM SUBHAS CHANDRA ROY 13556 
MARGIN : 5595 (10.21% of Total Valid Votes ) 
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CONSTITUENCY : 123 -MATHURAPUR 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


MALE FEMALE TOTAL 





II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


53854 44012 97866 


53854 44012 97866 





Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


38880 25938 64818 


38880 25938 64818 





IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 

5. TENDERED 


64818 ( 66.23% of Total Electors) 
63956 


862 ( 1.33% of Total Votes Polled) 





V. POLLING STATIONS 








NUMBER : !25 AVERAGE ELECTORS PER POLLING STATION : 782 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner INC SATYA RANJAN BAPULI 21616 
Runner up : SUC ROBIN MONDAL 17940 
MARGIN 3676 (5.75% of Total Valid Votes ) 
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CONSTITUENCY : 124 - KULPI (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 51680 34490 86170 
2. SERVICE 0 0 0 
3. TOTAL 51680 34490 86170 
Il. ELECTORS WHO VOTED 
1. GENERAL 27150 22185 49335 
2. POSTAL 0 0 0 
3. TOTAL 27150 22185 49335 
IV. VOTES 
1. POLLED 49335 (57.25% of Total Electors) 
2. VALID 48549 
3. REJECTED 786 ( 1.59% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 130 AVERAGE ELECTORS PER POLLING STATION : 662 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM KRISHNADHAN HALDER 21844 
Runner up : INC SANTOSH KUMAR MONDAL 14360 
MARGIN : 7484 ( 15.42% of Total Valid Votes ) 
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CONSTITUENCY : 125 - PATHARPRATIMA 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


MALE FEMALE TOTAL 





II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


45591 33597 79188 


45591 33597 79188 





Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


28199 23040 51239 


0 0 0 
51239 


28199 23040 





IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 

5. TENDERED 


51239 ( 64.71% of Total Electors) 
50402 
837 ( 1.63% of Total Votes Polled) 
0 


0 





V. POLLING STATIONS 








NUMBER : 9% AVERAGE ELECTORS PER POLLING STATION : 816 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner CPM GUNADHAR MAITI 16043 
Runner up : INC ANANTA KUMAR BERA 12656 
MARGIN 3387 (6.72% of Total Valid Votes ) 
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CONSTITUENCY : 126 - KAKDWIP 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 45107 36905 82012 
2. SERVICE 0 0 0 
3. TOTAL 45107 36905 82012 
Il. ELECTORS WHO VOTED 
1. GENERAL 28507 23310 51817 
2. POSTAL 0 0 0 
3. TOTAL 28507 23310 51817 
IV. VOTES 
1. POLLED 51817 ( 63.18% of Total Electors) 
2. VALID 51117 
3. REJECTED 700 ( 1.35% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !01 AVERAGE ELECTORS PER POLLING STATION : 812 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM HRISHIKESH MAITY 26949 
Runner up : INC BASUDEB SAUTYA 12362 
MARGIN : 14587 ( 28.54% of Total Valid Votes ) 
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CONSTITUENCY : 127-SAGAR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 48196 39383 87579 
2. SERVICE 0 0 0 
3. TOTAL 48196 39383 87579 
Il. ELECTORS WHO VOTED 
1. GENERAL 30131 24615 54746 
2. POSTAL 0 0 0 
3. TOTAL 30131 24615 54746 
IV. VOTES 
1. POLLED 54746 ( 62.51% of Total Electors) 
2. VALID 53877 
3. REJECTED 869 ( 1.59% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !07 AVERAGE ELECTORS PER POLLING STATION : 818 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM PROVANJAN MONDAL 26159 
Runner up : JNP GOBARDHAN DINGAL 12419 
MARGIN : 13740 ( 25.50% of Total Valid Votes ) 
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CONSTITUENCY : 128 - BLJPUR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 68471 41770 110241 
2. SERVICE 0 0 0 
3. TOTAL 68471 41770 110241 
Il. ELECTORS WHO VOTED 
1. GENERAL 32254 20464 52718 
2. POSTAL 0 0 0 
3. TOTAL 32254 20464 52718 
IV. VOTES 
1. POLLED 52718 ( 47.82% of Total Electors) 
2. VALID 51769 
3. REJECTED 949 ( 1.80% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 110 AVERAGE ELECTORS PER POLLING STATION : 1002 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM JAGADISH CHANDRA DAS 32339 
Runner up : INC JAGADISH CHANDRA DAS S/O AKUL 12079 
MARGIN : 20260 ( 39.14% of Total Valid Votes ) 
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CONSTITUENCY : 129 - NAIHATI 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 61126 45176 106302 
2. SERVICE 0 0 0 
3. TOTAL 61126 45176 106302 
Il. ELECTORS WHO VOTED 
1. GENERAL 32931 23381 56312 
2. POSTAL 0 0 0 
3. TOTAL 32931 23381 56312 
IV. VOTES 
1. POLLED 56312 (52.97% of Total Electors) 
2. VALID 55425 
3. REJECTED 887 ( 1.58% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !09 AVERAGE ELECTORS PER POLLING STATION : 975 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM GOPAL BASU 34293 
Runner up : INC JAGADISH CHAKRABORTY 13678 
MARGIN : 20615 ( 37.19% of Total Valid Votes ) 
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CONSTITUENCY : 130 - BHATPARA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 84646 35478 120124 
2. SERVICE 0 0 0 
3. TOTAL 84646 35478 120124 
Il. ELECTORS WHO VOTED 
1. GENERAL 39300 13905 53205 
2. POSTAL 9 0 0 
3. TOTAL 39300 13905 53205 
IV. VOTES 
1. POLLED 53205 ( 44.29% of Total Electors) 
2. VALID 52221 
3. REJECTED 984 ( 1.85% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !34 AVERAGE ELECTORS PER POLLING STATION : 896 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM SITA RAM GUPTA 33105 
Runner up : INC SATYA NARAIN SINGH 9860 
MARGIN : 23245 ( 44.51% of Total Valid Votes ) 
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CONSTITUENCY : 131 - JAGATDAL 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 60676 40148 100824 
2. SERVICE 0 0 0 
3. TOTAL 60676 40148 100824 
Il. ELECTORS WHO VOTED 
1. GENERAL 30320 20434 50754 
2. POSTAL 0 0 0 
3. TOTAL 30320 20434 50754 
IV. VOTES 
1. POLLED 50754 (50.34% of Total Electors) 
2. VALID 49756 
3. REJECTED 998 ( 1.97% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !07 AVERAGE ELECTORS PER POLLING STATION : 1122 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : FBL NIHAR KUMAR BASU 32519 
Runner up : INC SUDHIN BHATTACHARJEE 11221 
MARGIN : 21298 ( 42.80% of Total Valid Votes ) 
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CONSTITUENCY : 132 - NOAPARA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 53744 35646 89390 
2. SERVICE 0 0 0 
3. TOTAL 53744 35646 89390 
Il. ELECTORS WHO VOTED 
1. GENERAL 24362 17982 42344 
2. POSTAL 0 0 0 
3. TOTAL 24362 17982 42344 
IV. VOTES 
1. POLLED 42344 ( 47.37% of Total Electors) 
2. VALID 41623 
3. REJECTED 721 ( 1.70% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 9 AVERAGE ELECTORS PER POLLING STATION : 93! 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winners: CPM JAMINI BHUSAN SAHA 24566 
Runner up : INC APURBA BHATTACHARJEE 9750 
MARGIN : 14816 ( 35.60% of Total Valid Votes ) 
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CONSTITUENCY : 133 - TITAGARH 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 68825 32940 101765 
2. SERVICE 0 0 0 
3. TOTAL 68825 32940 101765 
Il. ELECTORS WHO VOTED 
1. GENERAL 30787 12994 43781 
2. POSTAL 0 0 0 
3. TOTAL 30787 12994 43781 
IV. VOTES 
1. POLLED 43781 ( 43.02% of Total Electors) 
2. VALID 42893 
3. REJECTED 888 ( 2.03% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !05 AVERAGE ELECTORS PER POLLING STATION : 9 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM MOHAMMED AMIN 26425 
Runner up : INC GANGA PRASAD SHA 13137 
MARGIN : 13288 ( 30.98% of Total Valid Votes ) 
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CONSTITUENCY : 134 - KHARDAH 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 54210 43115 97325 
2. SERVICE 0 0 0 
3. TOTAL 54210 43115 97325 
Il. ELECTORS WHO VOTED 
1. GENERAL 29796 23675 53471 
2. POSTAL 9 0 0 
3. TOTAL 29796 23675 53471 
IV. VOTES 
1. POLLED 53471 ( 54.94% of Total Electors) 
2. VALID 52696 
3. REJECTED 715 ( 1.45% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !04 AVERAGE ELECTORS PER POLLING STATION : 935 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM KAMAL SARKAR 32769 
Runner up : INC HARSHADHARI BHATTACHARYYA 6997 
MARGIN  : 25772 ( 48.91% of Total Valid Votes ) 





rptConstituencySummary - Page 134 of 294 
149 


Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 135 - PANIHATI 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 67348 44707 112055 
2. SERVICE 0 0 0 
3. TOTAL 67348 44707 112055 
Il. ELECTORS WHO VOTED 
1. GENERAL 33747 25051 58798 
2. POSTAL 0 0 0 
3. TOTAL 33747 25051 58798 
IV. VOTES 
1. POLLED 58798 ( 52.47% of Total Electors) 
2. VALID 58039 
3. REJECTED 7159 ( 1.29% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !16 AVERAGE ELECTORS PER POLLING STATION : 965 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM GOPAL KRISHNA BHATTACHARYYA 31496 
Runner up : JNP SANMATHA NATH GHOSH 13654 
MARGIN : 17842 ( 30.74% of Total Valid Votes ) 
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CONSTITUENCY : 136 - KAMARHATI 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 77463 46679 124142 
2. SERVICE 0 0 0 
3. TOTAL 771463 46679 124142 
Il. ELECTORS WHO VOTED 
1. GENERAL 36902 23410 60312 
2. POSTAL 0 0 0 
3. TOTAL 36902 23410 60312 
IV. VOTES 
1. POLLED 60312 ( 48.58% of Total Electors) 
2. VALID 59426 
3. REJECTED 886 ( 1.47% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !31 AVERAGE ELECTORS PER POLLING STATION : 947 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM RADHIKA RANJAN BANERJEE 38746 
Runner up : INC JAYANTA CHANDRA SEN 10850 
MARGIN: 27896 ( 46.94% of Total Valid Votes ) 
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CONSTITUENCY : 137 - BARANAGAR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 80191 55267 135458 
2. SERVICE 0 0 0 
3. TOTAL 80191 55267 135458 
Il. ELECTORS WHO VOTED 
1. GENERAL 37487 25403 62890 
2. POSTAL 0 0 0 
3. TOTAL 37487 25403 62890 
IV. VOTES 
1. POLLED 62890 ( 46.43% of Total Electors) 
2. VALID 61922 
3. REJECTED 968 ( 1.54% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !19 AVERAGE ELECTORS PER POLLING STATION : 1138 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : RSP MATISH RAY 33384 
Runner up : INC KUMUD BHATTACHARJEE 16798 
MARGIN : 16586 ( 26.79% of Total Valid Votes ) 
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CONSTITUENCY : 138 - DUM DUM 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 70047 51480 121527 
2. SERVICE 0 0 0 
3. TOTAL 70047 51480 121527 
Il. ELECTORS WHO VOTED 
1. GENERAL 37560 28732 66292 
2. POSTAL 0 0 0 
3. TOTAL 37560 28732 66292 
IV. VOTES 
1. POLLED 66292 (54.55% of Total Electors) 
2. VALID 65299 
3. REJECTED 993 ( 1.50% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !22 AVERAGE ELECTORS PER POLLING STATION : 996 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: CPM TARUN SEN GUPTA 40426 
Runner up : INC LAL BAHADUR SINGH 12387 
MARGIN: 28039 ( 42.94% of Total Valid Votes ) 
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CONSTITUENCY : 139 - BELGACHIA EAST 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 60940 74060 135000 
2. SERVICE 0 0 0 
3. TOTAL 60940 74060 135000 
Il. ELECTORS WHO VOTED 
1. GENERAL 40989 27326 68315 
2. POSTAL 0 0 0 
3. TOTAL 40989 27326 68315 
IV. VOTES 
1. POLLED 68315 ( 50.60% of Total Electors) 
2. VALID 67337 
3. REJECTED 978 ( 1.43% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 15! AVERAGE ELECTORS PER POLLING STATION : 894 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM SUBHAS CHAKRABORTY 37286 
Runner up : JNP SAMIR CHATTERJEE 16433 
MARGIN : 20853 ( 30.97% of Total Valid Votes ) 
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CONSTITUENCY : 140 - COSSIPUR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 55957 37237 93194 
2. SERVICE 0 0 0 
3. TOTAL 55957 37237 93194 
Il. ELECTORS WHO VOTED 
1. GENERAL 31957 13779 45736 
2. POSTAL 0 0 0 
3. TOTAL 31957 13779 45736 
IV. VOTES 
1. POLLED 45736 ( 49.08% of Total Electors) 
2. VALID 45033 
3. REJECTED 703 ( 1.54% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 103 AVERAGE ELECTORS PER POLLING STATION : 904 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winners: CPM BUDDHADEV BHATTACHARJEE 19360 
Runner up : INC PRAFULLA KANTI GHOSH 13384 
MARGIN : 5976 ( 13.27% of Total Valid Votes ) 
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CONSTITUENCY : 141 - SHYAMPUKUR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 44995 35961 80956 
2. SERVICE 0 0 0 
3. TOTAL 44995 35961 80956 
Il. ELECTORS WHO VOTED 
1. GENERAL 24423 16254 40677 
2. POSTAL 0 0 0 
3. TOTAL 24423 16254 40677 
IV. VOTES 
1. POLLED 40677 (50.25% of Total Electors) 
2. VALID 40165 
3. REJECTED 512 ( 1.26% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 80 AVERAGE ELECTORS PER POLLING STATION ; 1011 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : FBL NALINI KANTA GUHA 16651 
Runner up : JNP BEHOY SIRCAR 12083 
MARGIN : 4568 (11.37% of Total Valid Votes ) 
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CONSTITUENCY : 142 - JORABAGAN 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 57248 45965 103213 
2. SERVICE 0 0 0 
3. TOTAL 57248 45965 103213 
Il. ELECTORS WHO VOTED 
1. GENERAL 28402 12574 40976 
2. POSTAL 0 0 0 
3. TOTAL 28402 12574 40976 
IV. VOTES 
1. POLLED 40976 ( 39.70% of Total Electors) 
2. VALID 40444 
3. REJECTED 532 ( 1.30% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !!5 AVERAGE ELECTORS PER POLLING STATION : 897 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP HARIPADA BHARATI 19005 
Runner up : CPM HARA PRASAD CHATTERJEE 11085 
MARGIN : 7920 ( 19.58% of Total Valid Votes ) 
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CONSTITUENCY : 143 - JORASANKO 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 43682 38120 81802 
2. SERVICE 0 0 0 
3. TOTAL 43682 38120 81802 
Il. ELECTORS WHO VOTED 
1. GENERAL 22481 9662 32143 
2. POSTAL 0 0 0 
3. TOTAL 22481 9662 32143 
IV. VOTES 
1. POLLED 32143 ( 39.29% of Total Electors) 
2. VALID 31715 
3. REJECTED 428 ( 1.33% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 77 AVERAGE ELECTORS PER POLLING STATION : 1023 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP VISHNU KANT SHASTRI 13818 
Runner up : INC DEOKI NANDAN PODDAR 9003 
MARGIN : 4815 (15.18% of Total Valid Votes ) 
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CONSTITUENCY : 144- BARA BAZAR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 56728 37434 94162 
2. SERVICE 0 0 0 
3. TOTAL 56728 37434 94162 
Il. ELECTORS WHO VOTED 
1. GENERAL 23862 4562 28424 
2. POSTAL 0 0 0 
3. TOTAL 23862 4562 28424 
IV. VOTES 
1. POLLED 28424 ( 30.19% of Total Electors) 
2. VALID 28081 
3. REJECTED 343 ( 1.21% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : % AVERAGE ELECTORS PER POLLING STATION : 951 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP RABI SHANKAR PANDEY 12466 
Runner up : INC RAMKRISHNA SAROGI 8003 
MARGIN : 4463 ( 15.89% of Total Valid Votes ) 
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CONSTITUENCY : 145 - BOW BAZAR 











MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 68870 22508 91378 

2. SERVICE 0 0 0 

3. TOTAL 68870 22508 91378 
IW. ELECTORS WHO VOTED 

1. GENERAL 27128 9773 36901 

2. POSTAL 0 0 0 

3. TOTAL 27128 9773 36901 
IV. VOTES 

1. POLLED 36901 ( 40.38% of Total Electors) 

2. VALID 36319 

3. REJECTED 582 ( 1.58% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 





V. POLLING STATIONS 








NUMBER : 9° AVERAGE ELECTORS PER POLLING STATION : 932 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner CPM ABUL HASAN 13996 
Runner up : JNP BIJOY KRISHNA DHANDHANIA 11670 
MARGIN 2326 (6.40% — of Total Valid Votes ) 
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CONSTITUENCY : 146 - CHOWRINGHEE 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


MALE FEMALE TOTAL 





II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


67633 28136 95769 


67633 28136 95769 





I. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


25382 11721 37103 


25382 11721 37103 





IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 

5. TENDERED 


37103 ( 38.74% of Total Electors) 
36533 


570 ( 1.54% of Total Votes Polled) 





V. POLLING STATIONS 








NUMBER : 107 AVERAGE ELECTORS PER POLLING STATION : 895 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner JNP SANDIP DAS 14166 
Runner up : CPM AMAL DATTA 11995 
MARGIN 2171 (5.94% of Total Valid Votes ) 
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CONSTITUENCY : 147 - KABITIRTHA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 87850 31393 119243 
2. SERVICE 0 0 0 
3. TOTAL 87850 31393 119243 
I. ELECTORS WHO VOTED 
1. GENERAL 41357 14298 55655 
2. POSTAL 0 0 0 
3. TOTAL 41357 14298 55655 
IV. VOTES 
1. POLLED 55655 ( 46.67% of Total Electors) 
2. VALID 54757 
3. REJECTED 898 ( 1.61% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !33 AVERAGE ELECTORS PER POLLING STATION : 896 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : FBL KALIMUDDIN SHAMS 28311 
Runner up : INC RAM PYARE RAM 15403 
MARGIN : 12908 ( 23.57% of Total Valid Votes ) 





rptConstituencySummary - Page 147 of 294 
162 


Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 148 - ALIPORE 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 63700 33072 96772 
2. SERVICE 0 0 0 
3. TOTAL 63700 33072 96772 
Il. ELECTORS WHO VOTED 
1. GENERAL 34336 14764 49100 
2. POSTAL 0 0 0 
3. TOTAL 34336 14764 49100 
IV. VOTES 
1. POLLED 49100 ( 50.74% of Total Electors) 
2. VALID 48391 
3. REJECTED 709 ( 1.44% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !04 AVERAGE ELECTORS PER POLLING STATION : 930 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM ASHOKE KUMAR BOSE 20450 
Runner up : JNP SALIL BARAN CHATTERJEE 11359 
MARGIN : 9091 ( 18.79% of Total Valid Votes ) 
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CONSTITUENCY : 149 - RASHBEHARI AVENUE 











MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 57860 39882 97742 

2. SERVICE 0 0 0 

3. TOTAL 57860 39882 97742 
Ill. ELECTORS WHO VOTED 

1. GENERAL 32365 20539 52904 

2. POSTAL 0 0 0 

3. TOTAL 32365 20539 52904 
IV. VOTES 

1. POLLED 52904 ( 54.13% of Total Electors) 

2. VALID 52224 

3. REJECTED 680 ( 1.29% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 





V. POLLING STATIONS 








NUMBER : !!2 AVERAGE ELECTORS PER POLLING STATION : 872 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner CPM ASHOK MITRA 20699 
Runner up : JNP ASHOKE KUMAR MUKHOPADHYAYA 16865 
MARGIN 3834 ( 7.34% of Total Valid Votes ) 
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CONSTITUENCY : 150 - TOLLYGUNGE 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 56077 41697 97774 
2. SERVICE 0 0 0 
3. TOTAL 56077 41697 97774 
Il. ELECTORS WHO VOTED 
1. GENERAL 36142 18956 55098 
2. POSTAL 0 0 0 
3. TOTAL 36142 18956 55098 
IV. VOTES 
1. POLLED 55098 ( 56.35% of Total Electors) 
2. VALID 54446 
3. REJECTED 652 ( 1.18% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 106 AVERAGE ELECTORS PER POLLING STATION : 922 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM PRASANTA KUMAR SUR 26911 
Runner up : INC PANKAJ KUMAR BANERJEE 17455 
MARGIN : 9456 ( 17.37% of Total Valid Votes ) 
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CONSTITUENCY : 151 - DHAKURIA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 65032 52032 117064 
2. SERVICE 0 0 0 
3. TOTAL 65032 52032 117064 
Il. ELECTORS WHO VOTED 
1. GENERAL 37478 28826 66304 
2. POSTAL 0 0 0 
3. TOTAL 37478 28826 66304 
IV. VOTES 
1. POLLED 66304 ( 56.64% of Total Electors) 
2. VALID 65473 
3. REJECTED 831 ( 1.25% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 118 AVERAGE ELECTORS PER POLLING STATION : 992 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : RSP JATIN CHAKRAVARTY 32029 
Runner up : INC ARABINDA PRASAD DAS GUPTA 14862 
MARGIN : 17167 ( 26.22% of Total Valid Votes ) 
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CONSTITUENCY : 152 - BALLYGUNGE 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 68476 41199 109675 
2. SERVICE 0 0 0 
3. TOTAL 68476 41199 109675 
Il. ELECTORS WHO VOTED 
1. GENERAL 33641 20848 54489 
2. POSTAL 0 0 0 
3. TOTAL 33641 20848 54489 
IV. VOTES 
1. POLLED 54489 ( 49.68% of Total Electors) 
2. VALID 53526 
3. REJECTED 963 ( 1.77% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !13 AVERAGE ELECTORS PER POLLING STATION : 970 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM SACHIN SEN 23472 
Runner up : INC SUBRATA MUKHEREJEE 15040 
MARGIN : 8432 ( 15.75% of Total Valid Votes ) 
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CONSTITUENCY : 153 - ENTALLY 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 52951 27306 80257 
2. SERVICE 0 0 0 
3. TOTAL 52951 27306 80257 
Il. ELECTORS WHO VOTED 
1. GENERAL 22270 14847 37117 
2. POSTAL 0 0 0 
3. TOTAL 22270 14847 37117 
IV. VOTES 
1. POLLED 37117 ( 46.25% of Total Electors) 
2. VALID 36471 
3. REJECTED 646 ( 1.74% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 92 AVERAGE ELECTORS PER POLLING STATION : 872 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM MD. NEZAMUDDIN 17102 
Runner up : JNP BIMAN BEHARI MITRA 9543 
MARGIN : 7559 ( 20.73% of Total Valid Votes ) 
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CONSTITUENCY : 154 - TALTOLA (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 56132 28380 84512 
2. SERVICE 0 0 0 
3. TOTAL 56132 28380 84512 
Il. ELECTORS WHO VOTED 
1. GENERAL 26721 12228 38949 
2. POSTAL 0 0 0 
3. TOTAL 26721 12228 38949 
IV. VOTES 
1. POLLED 38949 ( 46.09% of Total Electors) 
2. VALID 38145 
3. REJECTED 804 ( 2.06% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 93 AVERAGE ELECTORS PER POLLING STATION : 908 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM SUMANTA RR. HIRA 18114 
Runner up : INC ARADHENDU SEKHAR NASKAR 11342 
MARGIN : 6772 (17.75% of Total Valid Votes ) 
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CONSTITUENCY : 155 - BELIAGHATA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 63782 40568 104350 
2. SERVICE 0 0 0 
3. TOTAL 63782 40568 104350 
Il. ELECTORS WHO VOTED 
1. GENERAL 31938 21293 53231 
2. POSTAL 0 0 0 
3. TOTAL 31938 21293 53231 
IV. VOTES 
1. POLLED 53231 (51.01% of Total Electors) 
2. VALID 52315 
3. REJECTED 916 (1.72% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !2! AVERAGE ELECTORS PER POLLING STATION : 862 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM KRISHNA PADA GHOSH 29201 
Runner up : JNP PREMANANDA BOSE 11710 
MARGIN : 17491 ( 33.43% of Total Valid Votes ) 
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CONSTITUENCY DATA - SUMMARY 





CONSTITUENCY : 156 - SEALDAH 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


MALE FEMALE TOTAL 





II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


56604 20744 77348 


0 0 0 
77348 


56604 20744 





Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


25586 11036 36622 


0 0 0 
36622 


25586 11036 





IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 

5. TENDERED 


36622 ( 47.35% of Total Electors) 
36050 


572 ( 1.56% of Total Votes Polled) 





V. POLLING STATIONS 








NUMBER : 86 AVERAGE ELECTORS PER POLLING STATION : 899 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner JNP BINOY BANERJEE 13300 
Runner up : FBL AMAR PRASAD CHAKARABORTY 11140 
MARGIN 2160 (5.99% of Total Valid Votes ) 
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CONSTITUENCY : 157 - VIDYASAGAR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 73477 29599 103076 
2. SERVICE 0 0 0 
3. TOTAL 73477 29599 103076 
Il. ELECTORS WHO VOTED 
1. GENERAL 30591 14262 44853 
2. POSTAL 0 0 0 
3. TOTAL 30591 14262 44853 
IV. VOTES 
1. POLLED 44853 ( 43.51% of Total Electors) 
2. VALID 44127 
3. REJECTED 726 (| 1.62% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !13 AVERAGE ELECTORS PER POLLING STATION : 912 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM SAMAR KUMAR RUDRA 18407 
Runner up : JNP TAPAN KUMAR SIKDAR 14259 
MARGIN : 4148 (9.40% of Total Valid Votes ) 
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CONSTITUENCY : 158 - BURTOLA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 76953 37840 114793 
2. SERVICE 0 0 0 
3. TOTAL 76953 37840 114793 
Il. ELECTORS WHO VOTED 
1. GENERAL 32544 21704 54248 
2. POSTAL 0 0 0 
3. TOTAL 32544 21704 54248 
IV. VOTES 
1. POLLED 54248 ( 47.26% of Total Electors) 
2. VALID 53481 
3. REJECTED 767 ( 1.41% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !31 AVERAGE ELECTORS PER POLLING STATION : 876 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : RSP NIKHIL DAS 21244 
Runner up : INC AJIT KUMAR PANDA 16583 
MARGIN : 4661 (8.72% of Total Valid Votes ) 
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CONSTITUENCY : 159 - MANICKTOLA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 68798 37613 106411 
2. SERVICE 0 0 0 
3. TOTAL 68798 37613 106411 
I. ELECTORS WHO VOTED 
1. GENERAL 33521 22348 55869 
2. POSTAL 0 0 0 
3. TOTAL 33521 22348 55869 
IV. VOTES 
1. POLLED 55869 (52.50% of Total Electors) 
2. VALID 55070 
3. REJECTED 799 ( 1.43% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !22 AVERAGE ELECTORS PER POLLING STATION : 872 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM SUHRID MULLICK CHOWDHURY 26945 
Runner up : JNP ASHOK DAS GUPTA 12930 
MARGIN : 14015 ( 25.45% of Total Valid Votes ) 
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CONSTITUENCY : 160 - BELGACHIA WEST 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 62106 37943 100049 
2. SERVICE 0 0 0 
3. TOTAL 62106 37943 100049 
Il. ELECTORS WHO VOTED 
1. GENERAL 32324 21550 53874 
2. POSTAL 9 0 0 
3. TOTAL 32324 21550 53874 
IV. VOTES 
1. POLLED 53874 ( 53.85% of Total Electors) 
2. VALID 53100 
3. REJECTED 774 ( 1.44% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !15 AVERAGE ELECTORS PER POLLING STATION : 869 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM LAKSHMI CHARAN SEN 23954 
Runner up : INC BHUPENDRA NATH SEN GUPTA 14717 
MARGIN : 9237 ( 17.40% of Total Valid Votes ) 
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CONSTITUENCY DATA - SUMMARY 





CONSTITUENCY : 161 - BALLY 











MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
II. ELECTORS 

1. GENERAL 60619 43962 104581 

2. SERVICE 0 0 0 

3. TOTAL 60619 43962 104581 
Ill. ELECTORS WHO VOTED 

1. GENERAL 27755 21342 49097 

2. POSTAL 0 0 0 

3. TOTAL 27755 21342 49097 
IV. VOTES 

1. POLLED 49097 ( 46.95% of Total Electors) 

2. VALID 48348 

3. REJECTED 749 ( 1.53% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 





V. POLLING STATIONS 








NUMBER : !01 AVERAGE ELECTORS PER POLLING STATION : 1035 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner CPM PATIPABAN PATHAK 28632 
Runner up : INC GANESH PATHAK 12353 
MARGIN 16279 ( 33.67% of Total Valid Votes ) 
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CONSTITUENCY : 162 - HOWRAH NORTH 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 68654 53444 122098 
2. SERVICE 0 0 0 
3. TOTAL 68654 53444 122098 
Il. ELECTORS WHO VOTED 
1. GENERAL 31607 26439 58046 
2. POSTAL 0 0 0 
3. TOTAL 31607 26439 58046 
IV. VOTES 
1. POLLED 58046 ( 47.54% of Total Electors) 
2. VALID 56811 
3. REJECTED 1235 ( 2.13% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !!7 AVERAGE ELECTORS PER POLLING STATION : 1043 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM CHITABRATA MAZUMDAR 27552 
Runner up : INC SUPRIYA BASU 18123 
MARGIN : 9429 ( 16.60% of Total Valid Votes ) 
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CONSTITUENCY : 163 - HOWRAH CENTRAL 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 52373 47130 99503 
2. SERVICE 0 0 0 
3. TOTAL 52373 47130 99503 
Il. ELECTORS WHO VOTED 
1. GENERAL 29877 19193 49070 
2. POSTAL 0 0 0 
3. TOTAL 29877 19193 49070 
IV. VOTES 
1. POLLED 49070 ( 49.32% of Total Electors) 
2. VALID 48318 
3. REJECTED 752 ( 1.53% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 9! AVERAGE ELECTORS PER POLLING STATION : 1093 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : IND SUDHINDRA NATH KUMAR 21502 
Runner up : JNP SUKUMAR BANERJEE 15471 
MARGIN : 6031 ( 12.48% of Total Valid Votes ) 
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CONSTITUENCY : 164 - HOWRAH SOUTH 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 59232 46585 105817 
2. SERVICE 0 0 0 
3. TOTAL 59232 46585 105817 
Il. ELECTORS WHO VOTED 
1. GENERAL 29172 20404 49576 
2. POSTAL 0 0 0 
3. TOTAL 29172 20404 49576 
IV. VOTES 
1. POLLED 49576 ( 46.85% of Total Electors) 
2. VALID 48598 
3. REJECTED 978 ( 1.97% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 97 AVERAGE ELECTORS PER POLLING STATION : 1090 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM PRALEY TALUKDAR 25559 
Runner up : INC AMBIKA PRASAD BANERJEE 12552 
MARGIN : 13007 ( 26.76% of Total Valid Votes ) 
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CONSTITUENCY : 165 - SHIBPUR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 70054 55573 125627 
2. SERVICE 0 0 0 
3. TOTAL 70054 55573 125627 
I. ELECTORS WHO VOTED 
1. GENERAL 41464 27415 68879 
2. POSTAL 0 0 0 
3. TOTAL 41464 27415 68879 
IV. VOTES 
1. POLLED 68879 (54.83% of Total Electors) 
2. VALID 67707 
3. REJECTED 1172 ( 1.70% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !22 AVERAGE ELECTORS PER POLLING STATION : 1029 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: FBL KANAI LAL BHATTACHARYYA 41850 
Runner up : INC MRIGENDRA MUKHERJEE 14856 
MARGIN: 26994 ( 39.87% of Total Valid Votes ) 
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CONSTITUENCY : 166 - DOMJUR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 52074 43116 95190 
2. SERVICE 0 0 0 
3. TOTAL 52074 43116 95190 
Il. ELECTORS WHO VOTED 
1. GENERAL 32823 25390 58213 
2. POSTAL 9 0 0 
3. TOTAL 32823 25390 58213 
IV. VOTES 
1. POLLED 58213 (61.15% of Total Electors) 
2. VALID 57380 
3. REJECTED 833 ( 1.43% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 95 AVERAGE ELECTORS PER POLLING STATION : 1002 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM JOYKESH MUKHERJEE 37364 
Runner up : INC KRISHNA PADA ROY 12788 
MARGIN : 24576 ( 42.83% of Total Valid Votes ) 
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CONSTITUENCY : 167 - JAGATBALLAVPUR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 45157 45003 90160 
2. SERVICE 0 0 0 
3. TOTAL 45157 45003 90160 
Il. ELECTORS WHO VOTED 
1. GENERAL 29109 26934 56043 
2. POSTAL 0 0 0 
3. TOTAL 29109 26934 56043 
IV. VOTES 
1. POLLED 56043 ( 62.16% of Total Electors) 
2. VALID 55102 
3. REJECTED 941 ( 1.68% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : AVERAGE ELECTORS PER POLLING STATION : 910 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM M. ANSARUDDIN 34733 
Runner up : INC BRINDABAN GHOSH 12976 
MARGIN : 21757 ( 39.48% of Total Valid Votes ) 





rptConstituencySummary - Page 167 of 294 
182 


Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 168 - PANCHLA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 45021 41795 86816 
2. SERVICE 0 0 0 
3. TOTAL 45021 41795 86816 
Il. ELECTORS WHO VOTED 
1. GENERAL 34399 28092 62491 
2. POSTAL 0 0 0 
3. TOTAL 34399 28092 62491 
IV. VOTES 
1. POLLED 62491 ( 71.98% of Total Electors) 
2. VALID 61466 
3. REJECTED 1025 ( 1.64% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : %4 AVERAGE ELECTORS PER POLLING STATION : 923 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : FBL SANTOSH KUMAR DAS 30255 
Runner up : INC ANWAR ALI SEKH 28802 
MARGIN : 1453 ( 2.36% of Total Valid Votes ) 
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CONSTITUENCY : 169 - SANKRAIL (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 45036 39163 84199 
2. SERVICE 0 0 0 
3. TOTAL 45036 39163 84199 
Il. ELECTORS WHO VOTED 
1. GENERAL 32877 22957 55834 
2. POSTAL 0 0 0 
3. TOTAL 32877 22957 55834 
IV. VOTES 
1. POLLED 55834 ( 66.31% of Total Electors) 
2. VALID 54985 
3. REJECTED 849 ( 1.52% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 89 AVERAGE ELECTORS PER POLLING STATION : 946 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM HARAN HAZRA 33650 
Runner up : JNP NITYANANDAA BHUNIYA 12335 
MARGIN : 21315 ( 38.77% of Total Valid Votes ) 
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CONSTITUENCY : 170 - ULUBERIA NORTH (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 50737 42465 93202 
2. SERVICE 0 0 0 
3. TOTAL 50737 42465 93202 
Ill. ELECTORS WHO VOTED 
1. GENERAL 30239 21433 51672 
2. POSTAL 0 0 0 
3. TOTAL 30239 21433 51672 
IV. VOTES 
1. POLLED 51672 (55.44% of Total Electors) 
2. VALID 50979 
3. REJECTED 693 ( 1.34% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 106 AVERAGE ELECTORS PER POLLING STATION : 879 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM RAJ KUMAR MNDAL 33686 
Runner up : JNP ARUN PRAMANIK 9469 
MARGIN : 24217 ( 47.50% of Total Valid Votes ) 
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CONSTITUENCY : 171 - ULUBERIA SOUTH 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 50124 39942 90066 
2. SERVICE 0 0 0 
3. TOTAL 50124 39942 90066 
Il. ELECTORS WHO VOTED 
1. GENERAL 31078 22740 53818 
2. POSTAL 0 0 0 
3. TOTAL 31078 22740 53818 
IV. VOTES 
1. POLLED 53818 (59.75% of Total Electors) 
2. VALID 53041 
3. REJECTED 777 ( 1.44% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 103 AVERAGE ELECTORS PER POLLING STATION : 874 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : FBL AUROBINDA GHOSAL 25262 
Runner up : IND ABANI BASU 14110 
MARGIN : 11152 ( 21.03% of Total Valid Votes ) 
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CONSTITUENCY : 172 -SHYAMPUR 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


MALE FEMALE TOTAL 





II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


51981 41487 93468 


51981 41487 93468 





Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


31681 28761 60442 


31681 28761 60442 





IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 

5. TENDERED 


60442 ( 64.67% of Total Electors) 
59829 


613 ( 1.01% of Total Votes Polled) 





V. POLLING STATIONS 








NUMBER : !01 AVERAGE ELECTORS PER POLLING STATION : 925 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner JNP SASABINDU BERA 21723 
Runner up : FBL KISHORI MOHAN MOINAN 21309 
MARGIN : 414 (0.69% of Total Valid Votes ) 
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CONSTITUENCY : 173 - BAGNAN 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 49498 41613 91111 
2. SERVICE 0 0 0 
3. TOTAL 49498 41613 91111 
Il. ELECTORS WHO VOTED 
1. GENERAL 32241 27358 59599 
2. POSTAL 0 0 0 
3. TOTAL 32241 27358 59599 
IV. VOTES 
1. POLLED 59599 ( 65.41% of Total Electors) 
2. VALID 58984 
3. REJECTED 615 ( 1.03% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !05 AVERAGE ELECTORS PER POLLING STATION : 867 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM NIRUPAMA CHATTERJEE 33729 
Runner up : INC SUSHANTA BHATTACHARYA 17852 
MARGIN : 15877 ( 26.92% of Total Valid Votes ) 
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CONSTITUENCY : 174- KALYANPUR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 41347 39254 80601 
2. SERVICE 0 0 0 
3. TOTAL 41347 39254 80601 
Il. ELECTORS WHO VOTED 
1. GENERAL 27254 24278 51532 
2. POSTAL 0 0 0 
3. TOTAL 27254 24278 51532 
IV. VOTES 
1. POLLED 51532 ( 63.93% of Total Electors) 
2. VALID 50859 
3. REJECTED 673 ( 1.31% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 20 AVERAGE ELECTORS PER POLLING STATION : 895 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM NITAI CHARAN ADAK 24520 
Runner up : JNP ARABINDA ROY 14181 
MARGIN : 10339 ( 20.33% of Total Valid Votes ) 
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CONSTITUENCY : 175 - AMTA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 45722 42633 88355 
2. SERVICE 0 0 0 
3. TOTAL 45722 42633 88355 
Il. ELECTORS WHO VOTED 
1. GENERAL 27447 23751 51198 
2. POSTAL 0 0 0 
3. TOTAL 27447 23751 51198 
IV. VOTES 
1. POLLED 51198 (57.95% of Total Electors) 
2. VALID 50580 
3. REJECTED 618 ( 1.21% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : °8 AVERAGE ELECTORS PER POLLING STATION : 901 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM BARINDRA NATH KOLEY 33747 
Runner up : INC AFTABUDDIN MONDAL 10527 
MARGIN : 23220 ( 45.91% of Total Valid Votes ) 
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CONSTITUENCY : 176 - UDAYNARAYANPUR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 44403 40111 84514 
2. SERVICE 0 0 0 
3. TOTAL 44403 40111 84514 
Il. ELECTORS WHO VOTED 
1. GENERAL 29020 26736 55756 
2. POSTAL 0 0 0 
3. TOTAL 29020 26736 55756 
IV. VOTES 
1. POLLED 55756 ( 65.97% of Total Electors) 
2. VALID 55064 
3. REJECTED 692 ( 1.24% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 93 AVERAGE ELECTORS PER POLLING STATION : 908 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM PANNALAL MAJHI 32400 
Runner up : INC SAROJ KARAR 18137 
MARGIN : 14263 ( 25.90% of Total Valid Votes ) 
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CONSTITUENCY : 177 - JANGIPARA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 45728 42019 87747 
2. SERVICE 0 0 0 
3. TOTAL 45728 42019 87747 
Il. ELECTORS WHO VOTED 
1. GENERAL 30600 23556 54156 
2. POSTAL 0 0 0 
3. TOTAL 30600 23556 54156 
IV. VOTES 
1. POLLED 54156 ( 61.72% of Total Electors) 
2. VALID 53339 
3. REJECTED 817 ( 1.51% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : °2 AVERAGE ELECTORS PER POLLING STATION : 953 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: CPM MANINDRA NATH JANA 32738 
Runner up : INC GANESH CHANDRAJ HATUI 13099 
MARGIN: 19639 ( 36.82% of Total Valid Votes ) 
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CONSTITUENCY : 178 - CHANDITALA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 47681 43117 90798 
2. SERVICE 0 0 0 
3. TOTAL 47681 43117 90798 
Il. ELECTORS WHO VOTED 
1. GENERAL 31078 22624 53702 
2. POSTAL 0 0 0 
3. TOTAL 31078 22624 53702 
IV. VOTES 
1. POLLED 53702 (59.14% of Total Electors) 
2. VALID 52697 
3. REJECTED 1005 ( 1.87% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !04 AVERAGE ELECTORS PER POLLING STATION : 873 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM MALIN GHOSH 37243 
Runner up : JNP SEKH ABDUR RAHIM 9520 
MARGIN  : 27723 ( 52.61% of Total Valid Votes ) 
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CONSTITUENCY : 179 - UTTARPARA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 52262 39302 91564 
2. SERVICE 0 0 0 
3. TOTAL 52262 39302 91564 
Il. ELECTORS WHO VOTED 
1. GENERAL 33952 23965 57917 
2. POSTAL 0 0 0 
3. TOTAL 33952 23965 57917 
IV. VOTES 
1. POLLED 57917 ( 63.25% of Total Electors) 
2. VALID 56950 
3. REJECTED 967 ( 1.67% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 95 AVERAGE ELECTORS PER POLLING STATION : 963 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM SANTASHREE CHATTOPADHYAY 36434 
Runner up : JNP KASHINATH BANERJEE 10770 
MARGIN : 25664 ( 45.06% of Total Valid Votes ) 
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CONSTITUENCY : 180 - SERAMPORE 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 60298 42786 103084 
2. SERVICE 0 0 0 
3. TOTAL 60298 42786 103084 
Il. ELECTORS WHO VOTED 
1. GENERAL 39604 24004 63608 
2. POSTAL 0 0 0 
3. TOTAL 39604 24004 63608 
IV. VOTES 
1. POLLED 63608 ( 61.71% of Total Electors) 
2. VALID 62569 
3. REJECTED 1039 ( 1.63% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !02 AVERAGE ELECTORS PER POLLING STATION : 1010 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM KAMAL KRISHNA BAHATTACHARAYYA 32732 
Runner up : INC GOPAL DAS NAG 21113 
MARGIN : 11619 ( 18.57% of Total Valid Votes ) 
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CONSTITUENCY : 181 - CHAMPDANI 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 57272 42808 100080 
2. SERVICE 0 0 0 
3. TOTAL 57272 42808 100080 
Il. ELECTORS WHO VOTED 
1. GENERAL 32240 24148 56388 
2. POSTAL 0 0 0 
3. TOTAL 32240 24148 56388 
IV. VOTES 
1. POLLED 56388 ( 56.34% of Total Electors) 
2. VALID 55224 
3. REJECTED 1164 ( 2.06% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !02 AVERAGE ELECTORS PER POLLING STATION : 98! 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: CPM SAIDNDRA NATH CHATTOPADHYAY 35111 
Runner up : JNP BIBASH CHANDRA GHOSH 9123 
MARGIN: 25988 ( 47.06% of Total Valid Votes ) 
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CONSTITUENCY : 182 - CHANDERNAGORE 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 60119 44196 104315 
2. SERVICE 0 0 0 
3. TOTAL 60119 44196 104315 
Il. ELECTORS WHO VOTED 
1. GENERAL 36248 25125 61373 
2. POSTAL 9 0 0 
3. TOTAL 36248 25125 61373 
IV. VOTES 
1. POLLED 61373 ( 58.83% of Total Electors) 
2. VALID 60465 
3. REJECTED 908 ( 1.48% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !07 AVERAGE ELECTORS PER POLLING STATION :974 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM BHABANI MUKHERJEE 40681 
Runner up : INC ASIT MUKHOPADHYAY 11100 
MARGIN : 29581 ( 48.92% of Total Valid Votes ) 
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CONSTITUENCY : 183 - SINGUR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 45043 39585 84628 
2. SERVICE 0 0 0 
3. TOTAL 45043 39585 84628 
Il. ELECTORS WHO VOTED 
1. GENERAL 34620 25029 59649 
2. POSTAL 0 0 0 
3. TOTAL 34620 25029 59649 
IV. VOTES 
1. POLLED 59649 ( 70.48% of Total Electors) 
2. VALID 58597 
3. REJECTED 1052 ( 1.76% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : % AVERAGE ELECTORS PER POLLING STATION : 854 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM GOPAL BANDNOPADHYAY 29358 
Runner up : IND TARAPADA SADHUKHAN 13541 
MARGIN : 15817 ( 26.99% of Total Valid Votes ) 
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CONSTITUENCY : 184 - HARIPAL 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 39251 35512 74763 
2. SERVICE 0 0 0 
3. TOTAL 39251 35512 74763 
Il. ELECTORS WHO VOTED 
1. GENERAL 31208 19932 51140 
2. POSTAL 0 0 0 
3. TOTAL 31208 19932 51140 
IV. VOTES 
1. POLLED 51140 ( 68.40% of Total Electors) 
2. VALID 50332 
3. REJECTED 808 ( 1.58% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 95 AVERAGE ELECTORS PER POLLING STATION : 786 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM BALAI BANDHOPADHYAY 24204 
Runner up : INC CHANDRASEKHAR BANIK 10371 
MARGIN : 13833 ( 27.48% of Total Valid Votes ) 





rptConstituencySummary - Page 184 of 294 
199 


Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 185 - TARAKESWAR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 37194 33565 70759 
2. SERVICE 0 0 0 
3. TOTAL 37194 33565 70759 
Ill. ELECTORS WHO VOTED 
1. GENERAL 25649 21645 47294 
2. POSTAL 0 0 0 
3. TOTAL 25649 21645 47294 
IV. VOTES 
1. POLLED 47294 ( 66.84% of Total Electors) 
2. VALID 46501 
3. REJECTED 793 ( 1.68% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 78 AVERAGE ELECTORS PER POLLING STATION : 907 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : IND RAM CHATTERJEE 25504 
Runner up : JNP AJIT BOSE MULLIK 12999 
MARGIN: 12505 ( 26.89% of Total Valid Votes ) 
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CONSTITUENCY : 186 - CHINSURAH 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 48356 38577 86933 
2. SERVICE 0 0 0 
3. TOTAL 48356 38577 86933 
Il. ELECTORS WHO VOTED 
1. GENERAL 27212 20014 47226 
2. POSTAL 0 0 0 
3. TOTAL 27212 20014 47226 
IV. VOTES 
1. POLLED 47226 (54.32% of Total Electors) 
2. VALID 46352 
3. REJECTED 874 ( 1.85% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 8! AVERAGE ELECTORS PER POLLING STATION : 1073 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : FBL SAMBHU CHARAN GHOSH 28632 
Runner up : INC ADHYAPAK CHANDRA KUMAR DEY 8499 
MARGIN : 20133 ( 43.44% of Total Valid Votes ) 
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CONSTITUENCY : 187 - BANSBERIA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 39751 46450 86201 
2. SERVICE 0 0 0 
3. TOTAL 39751 46450 86201 
Il. ELECTORS WHO VOTED 
1. GENERAL 23991 26938 50929 
2. POSTAL 0 0 0 
3. TOTAL 23991 26938 50929 
IV. VOTES 
1. POLLED 50929 (59.08% of Total Electors) 
2. VALID 50033 
3. REJECTED 896 ( 1.76% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 9! AVERAGE ELECTORS PER POLLING STATION : 947 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM PRABIR KUMAR SEN GUPTA 30719 
Runner up : JNP SANAT MAJUMDAR 10460 
MARGIN : 20259 ( 40.49% of Total Valid Votes ) 
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CONSTITUENCY : 188 - BALAGARH (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 40679 32919 73598 
2. SERVICE 0 0 0 
3. TOTAL 40679 32919 73598 
I. ELECTORS WHO VOTED 
1. GENERAL 27370 19530 46900 
2. POSTAL 0 0 0 
3. TOTAL 27370 19530 46900 
IV. VOTES 
1. POLLED 46900 ( 63.72% of Total Electors) 
2. VALID 46021 
3. REJECTED 879 ( 1.87% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 80 AVERAGE ELECTORS PER POLLING STATION : 919 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM ABIMNASH PRAMANIK 28371 
Runner up : INC GAURANGA HALDER 8291 
MARGIN : 20080 ( 43.63% of Total Valid Votes ) 
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CONSTITUENCY : 189 - PANDUA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 44727 40762 85489 
2. SERVICE 0 0 0 
3. TOTAL 44727 40762 85489 
Il. ELECTORS WHO VOTED 
1. GENERAL 33214 21062 54276 
2. POSTAL 9 0 0 
3. TOTAL 33214 21062 54276 
IV. VOTES 
1. POLLED 54276 ( 63.49% of Total Electors) 
2. VALID 53281 
3. REJECTED 995 ( 1.83% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 9! AVERAGE ELECTORS PER POLLING STATION : 939 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM DEB NARAYAN CHAKRABARTY 32804 
Runner up : INC SAILENDRA CHATTOPADHYAY 13947 
MARGIN : 18857 ( 35.39% of Total Valid Votes ) 
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CONSTITUENCY : 190-POLBA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 38885 36460 75345 
2. SERVICE 0 0 0 
3. TOTAL 38885 36460 75345 
Ill. ELECTORS WHO VOTED 
1. GENERAL 26358 24121 50479 
2. POSTAL 0 0 0 
3. TOTAL 26358 24121 50479 
IV. VOTES 
1. POLLED 50479 ( 67.00% of Total Electors) 
2. VALID 49636 
3. REJECTED 843 ( 1.67% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !01 AVERAGE ELECTORS PER POLLING STATION : 745 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM BROJOGOPAL NEOGY 26572 
Runner up : INC BHABANI PROSAD SINGHA ROY 13070 
MARGIN : 13502 ( 27.20% of Total Valid Votes ) 
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CONSTITUENCY : 191 - DHANIAKHALI (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 36949 35814 72763 
2. SERVICE 0 0 0 
3. TOTAL 36949 35814 72763 
Il. ELECTORS WHO VOTED 
1. GENERAL 25033 21481 46514 
2. POSTAL 0 0 0 
3. TOTAL 25033 21481 46514 
IV. VOTES 
1. POLLED 46514 ( 63.93% of Total Electors) 
2. VALID 45624 
3. REJECTED 890 ( 1.91% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : % AVERAGE ELECTORS PER POLLING STATION : 757 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : FBL KRIPA SINDHU SAHA 26740 
Runner up : INC KASHINATH PATRA 10138 
MARGIN : 16602 ( 36.39% of Total Valid Votes ) 
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CONSTITUENCY : 192 - PURSURAH 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


MALE FEMALE TOTAL 





II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


41898 39546 81444 


41898 39546 81444 





I. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


27465 21782 49247 


27465 21782 49247 





IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 

5. TENDERED 


49247 ( 60.47% of Total Electors) 
48693 


554 ( 1.12% of Total Votes Polled) 





V. POLLING STATIONS 








NUMBER : %4 AVERAGE ELECTORS PER POLLING STATION : 866 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner CPM MANORANJAN HAZRA 19710 
Runner up : JNP DURGA CHARAN CHAKRABARTY 19494 
MARGIN 216 (0.44% — of Total Valid Votes ) 
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CONSTITUENCY : 193 - KHANAKUL (SC) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


MALE FEMALE TOTAL 





II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


45714 43345 89059 


0 0 0 
89059 


45714 43345 





Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


27663 21767 49430 


0 0 0 
49430 


27663 21767 





IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 

5. TENDERED 


49430 (55.50% of Total Electors) 
48755 
675 ( 1.37% of Total Votes Polled) 
0 


0 





V. POLLING STATIONS 








NUMBER : 105 AVERAGE ELECTORS PER POLLING STATION : 848 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner JNP PANCHANAN DIGPATI 20523 
Runner up : CPM SACHINDRA NATH HAZRA 20353 
MARGIN : 170 (0.35% — of Total Valid Votes ) 
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CONSTITUENCY : 194 - ARAMBAGH 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 48513 45489 94002 
2. SERVICE 0 0 0 
3. TOTAL 48513 45489 94002 
I. ELECTORS WHO VOTED 
1. GENERAL 31550 23297 54847 
2. POSTAL 0 0 0 
3. TOTAL 31550 23297 54847 
IV. VOTES 
1. POLLED 54847 (58.35% of Total Electors) 
2. VALID 54218 
3. REJECTED 629 ( 1.15% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !!2 AVERAGE ELECTORS PER POLLING STATION : 839 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP AJOY KR. DEY 31304 
Runner up : CPM MADAN MOHAN SAHA 13935 
MARGIN : 17369 ( 32.04% of Total Valid Votes ) 
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CONSTITUENCY : 195 - GOGHAT (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 43283 43728 87011 
2. SERVICE 0 0 0 
3. TOTAL 43283 43728 87011 
Il. ELECTORS WHO VOTED 
1. GENERAL 27607 18226 45833 
2. POSTAL 0 0 0 
3. TOTAL 27607 18226 45833 
IV. VOTES 
1. POLLED 45833 ( 52.67% of Total Electors) 
2. VALID 45227 
3. REJECTED 606 ( 1.32% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 104 AVERAGE ELECTORS PER POLLING STATION : 836 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP NANURAM ROY 20642 
Runner up : FBL ARATI BISWAS 17599 
MARGIN : 3043 (6.73% of Total Valid Votes ) 
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CONSTITUENCY : 196 - CHANDRAKONA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 41280 41696 82976 
2. SERVICE 0 0 0 
3. TOTAL 41280 41696 82976 
I. ELECTORS WHO VOTED 
1. GENERAL 27272 20160 47432 
2. POSTAL 0 0 0 
3. TOTAL 27272 20160 47432 
IV. VOTES 
1. POLLED 47432 (57.16% of Total Electors) 
2. VALID 46550 
3. REJECTED 882 ( 1.86% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 9! AVERAGE ELECTORS PER POLLING STATION : 9!1 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM UMAPATI CHAKRABARTY 22402 
Runner up : INC JAGANNATH GOSWAMI 8919 
MARGIN : 13483 ( 28.96% of Total Valid Votes ) 
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CONSTITUENCY : 197 - GHATAL (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 40140 39380 79520 
2. SERVICE 0 0 0 
3. TOTAL 40140 39380 79520 
Il. ELECTORS WHO VOTED 
1. GENERAL 24414 16929 41343 
2. POSTAL 0 0 0 
3. TOTAL 24414 16929 41343 
IV. VOTES 
1. POLLED 41343 (51.99% of Total Electors) 
2. VALID 40635 
3. REJECTED 708 ( 1.71% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 88 AVERAGE ELECTORS PER POLLING STATION : 903 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM GOPAL MONDAL 21937 
Runner up : JNP BANESWAR SAHA 13681 
MARGIN : 8256 ( 20.32% of Total Valid Votes ) 
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CONSTITUENCY : 198 - DASPUR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 41236 40307 81543 
2. SERVICE 0 0 0 
3. TOTAL 41236 40307 81543 
Il. ELECTORS WHO VOTED 
1. GENERAL 24181 20987 45168 
2. POSTAL 0 0 0 
3. TOTAL 24181 20987 45168 
IV. VOTES 
1. POLLED 45168 (55.39% of Total Electors) 
2. VALID 44599 
3. REJECTED 569 ( 1.26% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 9! AVERAGE ELECTORS PER POLLING STATION : 896 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM PRABHAS CHANDRA PHADIKAR 25456 
Runner up : JNP BANKIM CHANDRA SASHMAL 11319 
MARGIN : 14137 ( 31.70% of Total Valid Votes ) 
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CONSTITUENCY : 199 - NANDANPUR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 35943 35773 71716 
2. SERVICE 0 0 0 
3. TOTAL 35943 35773 71716 
Il. ELECTORS WHO VOTED 
1. GENERAL 23937 20722 44659 
2. POSTAL 9 0 0 
3. TOTAL 23937 20722 44659 
IV. VOTES 
1. POLLED 44659 ( 62.27% of Total Electors) 
2. VALID 44038 
3. REJECTED 621 ( 1.39% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 79 AVERAGE ELECTORS PER POLLING STATION : 907 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM MANORANJAN ROY 17024 
Runner up : JNP JAGADISH CH. MAJHI 11778 
MARGIN : 5246 (11.91% of Total Valid Votes ) 
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CONSTITUENCY : 200 - PANSKURA WEST 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 39476 37875 77351 
2. SERVICE 0 0 0 
3. TOTAL 39476 37875 77351 
Il. ELECTORS WHO VOTED 
1. GENERAL 25834 22648 48482 
2. POSTAL 0 0 0 
3. TOTAL 25834 22648 48482 
IV. VOTES 
1. POLLED 48482 ( 62.68% of Total Electors) 
2. VALID 47749 
3. REJECTED 733 ( 1.51% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : ®4 AVERAGE ELECTORS PER POLLING STATION : 920 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPI SK. OMKAR ALI 15497 
Runner up : JNP JATI KUMAR ROY 15004 
MARGIN : 493 (1.03% of Total Valid Votes ) 
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CONSTITUENCY : 201 - PANSKURA EAST 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


MALE FEMALE TOTAL 





II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


40902 39419 80321 


0 0 0 
80321 


40902 39419 





Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


25291 20977 46268 


0 0 0 
46268 


25291 20977 





IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 

5. TENDERED 


46268 (57.60% of Total Electors) 
45638 


630 ( 1.36% of Total Votes Polled) 





V. POLLING STATIONS 








NUMBER : 9! AVERAGE ELECTORS PER POLLING STATION : 882 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner JNP SWADES RANJAN MAJI 15231 
Runner up : FBL ADHIR KUMAR CHATTERJEE 10788 
MARGIN 4443 (9.74% of Total Valid Votes ) 
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CONSTITUENCY : 202 - TAMLUK 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


MALE FEMALE TOTAL 





II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


44699 42826 87525 


44699 42826 87525 





I. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


28706 25293 53999 


28706 25293 53999 





IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 

5. TENDERED 


53999 ( 61.70% of Total Electors) 
53263 


736 ( 1.36% of Total Votes Polled) 





V. POLLING STATIONS 








NUMBER : 99 AVERAGE ELECTORS PER POLLING STATION : 884 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner CPI BISWANATH MUKHOPADHYAY 14449 
Runner up : INC SUKUMAR DAS 14333 
MARGIN : 116 (0.22% of Total Valid Votes ) 
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CONSTITUENCY : 203 -MOYNA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 43830 42014 85844 
2. SERVICE 0 0 0 
3. TOTAL 43830 42014 85844 
Il. ELECTORS WHO VOTED 
1. GENERAL 29736 25892 55628 
2. POSTAL 0 0 0 
3. TOTAL 29736 25892 55628 
IV. VOTES 
1. POLLED 55628 ( 64.80% of Total Electors) 
2. VALID 54890 
3. REJECTED 738 ( 1.33% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 9% AVERAGE ELECTORS PER POLLING STATION : 884 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM PULAK BERA 19054 
Runner up : INC BHUSHAN CH. DOLAI 17585 
MARGIN : 1469 ( 2.68% — of Total Valid Votes ) 
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CONSTITUENCY : 204 - MAHISHADAL 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 38894 37353 76247 
2. SERVICE 0 0 0 
3. TOTAL 38894 37353 716247 
Il. ELECTORS WHO VOTED 
1. GENERAL 24862 22224 47086 
2. POSTAL 9 0 0 
3. TOTAL 24862 22224 47086 
IV. VOTES 
1. POLLED 47086 ( 61.75% of Total Electors) 
2. VALID 46496 
3. REJECTED 590 ( 1.25% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 84 AVERAGE ELECTORS PER POLLING STATION : 907 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP SASWATI BAG 23422 
Runner up : CPM DINABANDHU MANDAL 9213 
MARGIN : 14209 ( 30.56% of Total Valid Votes ) 
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CONSTITUENCY : 205 - SUTAHATA (SC) 











MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 47347 44249 91596 

2. SERVICE 0 0 0 

3. TOTAL 47347 44249 91596 
Ill. ELECTORS WHO VOTED 

1. GENERAL 29958 26066 56024 

2. POSTAL 0 0 0 

3. TOTAL 29958 26066 56024 
IV. VOTES 

1. POLLED 56024 ( 61.16% of Total Electors) 

2. VALID 55223 

3. REJECTED 801 ( 1.43% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 





V. POLLING STATIONS 








NUMBER : !04 AVERAGE ELECTORS PER POLLING STATION : 880 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner JNP SHIBA NATH DAS 20842 
Runner up : CPM LAKSHMAN CHANDRA SETH 19151 
MARGIN 1691 ( 3.06% of Total Valid Votes ) 
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CONSTITUENCY : 206 - NANDIGRAM 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 48785 46801 95586 
2. SERVICE 0 0 0 
3. TOTAL 48785 46801 95586 
Il. ELECTORS WHO VOTED 
1. GENERAL 31448 28529 59977 
2. POSTAL 0 0 0 
3. TOTAL 31448 28529 59977 
IV. VOTES 
1. POLLED 59977 ( 62.75% of Total Electors) 
2. VALID 59138 
3. REJECTED 839 ( 1.40% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !03 AVERAGE ELECTORS PER POLLING STATION : 928 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP PRABIR JANA 26388 
Runner up : CPI BHUPAL CHANDRA PANDA 12135 
MARGIN : 14253 ( 24.10% of Total Valid Votes ) 
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CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 207 - NARGHAT 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 48097 43457 91554 
2. SERVICE 0 0 0 
3. TOTAL 48097 43457 91554 
I. ELECTORS WHO VOTED 
1. GENERAL 29089 25125 54214 
2. POSTAL 0 0 0 
3. TOTAL 29089 25125 54214 
IV. VOTES 
1. POLLED 54214 (59.22% of Total Electors) 
2. VALID 53519 
3. REJECTED 695 ( 1.28% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 99 AVERAGE ELECTORS PER POLLING STATION : 924 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP BANKIM BEHARI MAITI 27535 
Runner up : INC SARADINDU SAMANTA 16503 
MARGIN : 11032 ( 20.61% of Total Valid Votes ) 





rptConstituencySummary - Page 207 of 294 
222 


Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 
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CONSTITUENCY : 208 - BHAGABANPUR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 41364 36205 771569 
2. SERVICE 0 0 0 
3. TOTAL 41364 36205 771569 
Il. ELECTORS WHO VOTED 
1. GENERAL 26110 23055 49165 
2. POSTAL 9 0 0 
3. TOTAL 26110 23055 49165 
IV. VOTES 
1. POLLED 49165 ( 63.38% of Total Electors) 
2. VALID 48674 
3. REJECTED 491 ( 1.00% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : ®4 AVERAGE ELECTORS PER POLLING STATION : 929 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP HARIPADA JANA 24318 
Runner up : CPM PRASANTA KR. PRADHAN 15041 
MARGIN : 9277 ( 19.06% of Total Valid Votes ) 
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CONSTITUENCY : 209 - KHAJURI (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 41146 36294 77440 
2. SERVICE 0 0 0 
3. TOTAL 41146 36294 77440 
I. ELECTORS WHO VOTED 
1. GENERAL 24280 19986 44266 
2. POSTAL 0 0 0 
3. TOTAL 24280 19986 44266 
IV. VOTES 
1. POLLED 44266 (57.16% of Total Electors) 
2. VALID 43578 
3. REJECTED 688 ( 1.55% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 82 AVERAGE ELECTORS PER POLLING STATION : 944 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP SUNIRMAL PAIK 19071 
Runner up : CPM SUNIL SIT 10007 
MARGIN : 9064 ( 20.80% of Total Valid Votes ) 
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CONSTITUENCY : 210 - CONTAI NORTH 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 45453 41803 87256 
2. SERVICE 0 0 0 
3. TOTAL 45453 41803 87256 
Il. ELECTORS WHO VOTED 
1. GENERAL 27993 23961 51954 
2. POSTAL 0 0 0 
3. TOTAL 27993 23961 51954 
IV. VOTES 
1. POLLED 51954 (59.54% of Total Electors) 
2. VALID 51347 
3. REJECTED 607 ( 1.17% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : °% AVERAGE ELECTORS PER POLLING STATION : 908 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP RASBEHARI PAL 25177 
Runner up : INC SAILAJA DAS 9834 
MARGIN : 15343 ( 29.88% of Total Valid Votes ) 
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CONSTITUENCY : 211 - CONTAI SOUTH 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 43914 38696 82610 
2. SERVICE 0 0 0 
3. TOTAL 43914 38696 82610 
Il. ELECTORS WHO VOTED 
1. GENERAL 24459 20462 44921 
2. POSTAL 9 0 0 
3. TOTAL 24459 20462 44921 
IV. VOTES 
1. POLLED 44921 ( 54.38% of Total Electors) 
2. VALID 44388 
3. REJECTED 533 ( 1.19% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 4 AVERAGE ELECTORS PER POLLING STATION : 878 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP SATYA BRATA MAITI 32148 
Runner up : IND SUDHIR CHANDRA DAS 4556 
MARGIN: 27592 ( 62.16% of Total Valid Votes ) 
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CONSTITUENCY : 212 - RAMNAGAR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 50624 46138 96762 
2. SERVICE 0 0 0 
3. TOTAL 50624 46138 96762 
Il. ELECTORS WHO VOTED 
1. GENERAL 26328 20831 47159 
2. POSTAL 0 0 0 
3. TOTAL 26328 20831 47159 
IV. VOTES 
1. POLLED 47159 ( 48.74% of Total Electors) 
2. VALID 46530 
3. REJECTED 629 ( 1.33% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !00 AVERAGE ELECTORS PER POLLING STATION : 967 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP BALAILAL DAS MAHAPATRA 19742 
Runner up : CPM ROHINI KARAN 14071 
MARGIN : 5671 ( 12.19% of Total Valid Votes ) 
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CONSTITUENCY : 213 - EGRA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 44159 39151 83310 
2. SERVICE 0 0 0 
3. TOTAL 44159 39151 83310 
Il. ELECTORS WHO VOTED 
1. GENERAL 26251 21189 47440 
2. POSTAL 0 0 0 
3. TOTAL 26251 21189 47440 
IV. VOTES 
1. POLLED 47440 ( 56.94% of Total Electors) 
2. VALID 46828 
3. REJECTED 612 ( 1.29% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 92 AVERAGE ELECTORS PER POLLING STATION : 905 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP PRABODH CHANDRA SINHA 32017 
Runner up : CPM ANADI NANDAN DAS 7536 
MARGIN : 24481 ( 52.28% of Total Valid Votes ) 
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CONSTITUENCY : 214 - MUGBERIA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 41246 37200 78446 
2. SERVICE 0 0 0 
3. TOTAL 41246 37200 78446 
Il. ELECTORS WHO VOTED 
1. GENERAL 26843 20427 47270 
2. POSTAL 9 0 0 
3. TOTAL 26843 20427 47270 
IV. VOTES 
1. POLLED 47270 ( 60.26% of Total Electors) 
2. VALID 46576 
3. REJECTED 694 ( 1.47% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 99 AVERAGE ELECTORS PER POLLING STATION : 87! 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP KIRANMAY NANDA 21863 
Runner up : CPM AMARENDRA KRISHNA GOSWAMI 14063 
MARGIN : 7800 ( 16.75% of Total Valid Votes ) 
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CONSTITUENCY : 215 - PATASPUR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 42016 36206 78222 
2. SERVICE 0 0 0 
3. TOTAL 42016 36206 78222 
Il. ELECTORS WHO VOTED 
1. GENERAL 30273 24765 55038 
2. POSTAL 9 0 0 
3. TOTAL 30273 24765 55038 
IV. VOTES 
1. POLLED 55038 ( 70.36% of Total Electors) 
2. VALID 54352 
3. REJECTED 686 ( 1.25% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 88 AVERAGE ELECTORS PER POLLING STATION : 888 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP JANMEJOY OJHA 20461 
Runner up : INC BARENDRA NATH PATRA 13890 
MARGIN : 6571 ( 12.09% of Total Valid Votes ) 
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CONSTITUENCY : 216 - SABANG 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 38725 31695 70420 
2. SERVICE 0 0 0 
3. TOTAL 38725 31695 70420 
Il. ELECTORS WHO VOTED 
1. GENERAL 26045 21795 47840 
2. POSTAL 0 0 0 
3. TOTAL 26045 21795 47840 
IV. VOTES 
1. POLLED 47840 ( 67.94% of Total Electors) 
2. VALID 47043 
3. REJECTED 797 ( 1.67% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 8! AVERAGE ELECTORS PER POLLING STATION : 869 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : BBC GOURANGA SAMANTA 19730 
Runner up : JNP SURYA KANTA MAHAPATRA 13425 
MARGIN : 6305 ( 13.40% of Total Valid Votes ) 
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CONSTITUENCY : 217 -PINGLA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 42450 28289 70739 
2. SERVICE 0 0 0 
3. TOTAL 42450 28289 70739 
I. ELECTORS WHO VOTED 
1. GENERAL 24727 21034 45761 
2. POSTAL 0 0 0 
3. TOTAL 24727 21034 45761 
IV. VOTES 
1. POLLED 45761 ( 64.69% of Total Electors) 
2. VALID 45117 
3. REJECTED 644 ( 1.41% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 87 AVERAGE ELECTORS PER POLLING STATION : 813 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP HARIPADA JANA 14328 
Runner up : INC BIJOY DAS 13030 
MARGIN : 1298 ( 2.88% of Total Valid Votes ) 
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CONSTITUENCY : 218 - DEBRA 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


MALE FEMALE TOTAL 





II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


38706 32430 71136 


0 0 0 
32430 


38706 71136 





I. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


24511 19936 44447 


24511 19936 44447 





IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 

5. TENDERED 


44447 ( 62.48% of Total Electors) 
43687 


760 ( 1.71% of Total Votes Polled) 





V. POLLING STATIONS 








NUMBER : 87 AVERAGE ELECTORS PER POLLING STATION : 817 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner CPM SYED MORAZZAM HOSSAIN 16581 
Runner up : INC SUKUMAR DAS 13979 
MARGIN 2602 (5.96% of Total Valid Votes ) 
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CONSTITUENCY : 219 - KESHPUR (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 47220 31449 78669 
2. SERVICE 0 0 0 
3. TOTAL 47220 31449 78669 
Il. ELECTORS WHO VOTED 
1. GENERAL 28725 22365 51090 
2. POSTAL 0 0 0 
3. TOTAL 28725 22365 51090 
IV. VOTES 
1. POLLED 51090 ( 64.94% of Total Electors) 
2. VALID 50334 
3. REJECTED 756 ( 1.48% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 84 AVERAGE ELECTORS PER POLLING STATION : 936 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC RAJANI KANTA DOLOI 20210 
Runner up : CPM AJOY KUMAR DOLUI 12737 
MARGIN : 7473 ( 14.85% of Total Valid Votes ) 
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CONSTITUENCY : 220 - GARHBETA EAST 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


MALE FEMALE TOTAL 





II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


36472 34802 71274 


0 0 0 
34802 


36472 71274 





Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


24982 18013 42995 


0 0 0 
18013 


24982 42995 





IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 

5. TENDERED 


42995 ( 60.32% of Total Electors) 
41976 

1019 ( 2.37% of Total Votes Polled) 
0 


0 





V. POLLING STATIONS 








NUMBER : 88 AVERAGE ELECTORS PER POLLING STATION : 809 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner CPM SUBHENDU MONDAL 13498 
Runner up : JNP PANCHANAN SINHA ROY 11212 
MARGIN 2286 (5.45% of Total Valid Votes ) 
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CONSTITUENCY : 221 - GARHBETA WEST (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 45141 36784 81925 
2. SERVICE 0 0 0 
3. TOTAL 45141 36784 81925 
Il. ELECTORS WHO VOTED 
1. GENERAL 26633 21032 47665 
2. POSTAL 9 0 0 
3. TOTAL 26633 21032 47665 
IV. VOTES 
1. POLLED 47665 (58.18% of Total Electors) 
2. VALID 46483 
3. REJECTED 1182 ( 2.48% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !15 AVERAGE ELECTORS PER POLLING STATION : 712 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM SANTOSH BISUI 17442 
Runner up : CPI KRISHANA PRASAD DULEY 11666 
MARGIN : 5776 ( 12.43% of Total Valid Votes ) 
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CONSTITUENCY : 222 -SALBANI 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 48173 32063 80236 
2. SERVICE 0 0 0 
3. TOTAL 48173 32063 80236 
Il. ELECTORS WHO VOTED 
1. GENERAL 25830 20551 46381 
2. POSTAL 0 0 0 
3. TOTAL 25830 20551 46381 
IV. VOTES 
1. POLLED 46381 (57.81% of Total Electors) 
2. VALID 45287 
3. REJECTED 1094 ( 2.36% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !10 AVERAGE ELECTORS PER POLLING STATION :729 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM SUNDAR HAZRA 19721 
Runner up : INC BASANTI MAHATA 11707 
MARGIN : 8014 (17.70% of Total Valid Votes ) 





rptConstituencySummary - Page 222 of 294 
237 


Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 








CONSTITUENCY DATA - SUMMARY 





CONSTITUENCY : 223 - MIDNAPORE 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


MALE FEMALE TOTAL 





II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


51234 44710 95944 


0 0 0 
95944 


51234 44710 





Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


29104 24217 53321 


29104 24217 53321 





IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 

5. TENDERED 


53321 (55.58% of Total Electors) 
52230 

1091 ( 2.05% of Total Votes Polled) 
0 


0 





V. POLLING STATIONS 








NUMBER : 107 AVERAGE ELECTORS PER POLLING STATION : 896 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner JNP BANKIM BEHARI PAL 17396 
Runner up : CPI KAMAKHAYA CHARAN GHOSH 13935 
MARGIN 3461 ( 6.63% of Total Valid Votes ) 
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CONSTITUENCY : 224 - KHARAGPUR TOWN 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 56878 48953 105831 
2. SERVICE 0 0 0 
3. TOTAL 56878 48953 105831 
Il. ELECTORS WHO VOTED 
1. GENERAL 25411 17439 42850 
2. POSTAL 9 0 0 
3. TOTAL 25411 17439 42850 
IV. VOTES 
1. POLLED 42850 ( 40.49% of Total Electors) 
2. VALID 41957 
3. REJECTED 893 ( 2.08% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !08 AVERAGE ELECTORS PER POLLING STATION : 979 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP SUDHIR DASSHARMA 14396 
Runner up : CPM JATINDRA NATH MITRA 9872 
MARGIN : 4524 ( 10.78% of Total Valid Votes ) 
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CONSTITUENCY : 225 - KHARAGPUR RURAL 











MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
II. ELECTORS 

1. GENERAL 43417 35416 78833 

2. SERVICE 0 0 0 

3. TOTAL 43417 35416 78833 
Ill. ELECTORS WHO VOTED 

1. GENERAL 24213 19434 43647 

2. POSTAL 0 0 0 

3. TOTAL 24213 19434 43647 
IV. VOTES 

1. POLLED 43647 ( 55.37% of Total Electors) 

2. VALID 42767 

3. REJECTED 880 ( 2.02% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 





V. POLLING STATIONS 








NUMBER : 89 AVERAGE ELECTORS PER POLLING STATION : 885 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner CPM SK. SIRAJ ALI 11744 
Runner up : CPI DEBAN DAS 11365 
MARGIN : 379 (0.89% of Total Valid Votes ) 
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CONSTITUENCY : 226 - KESHIARI (ST) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 41329 33805 75134 
2. SERVICE 0 0 0 
3. TOTAL 41329 33805 75134 
Il. ELECTORS WHO VOTED 
1. GENERAL 23981 17834 41815 
2. POSTAL 0 0 0 
3. TOTAL 23981 17834 41815 
IV. VOTES 
1. POLLED 41815 (55.65% of Total Electors) 
2. VALID 40684 
3. REJECTED 1131 ( 2.70% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 87 AVERAGE ELECTORS PER POLLING STATION : 863 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM KHUDIRAM SINGH 18492 
Runner up : INC BUDHAN CHANDRA TUDU 11244 
MARGIN : 7248 ( 17.82% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 227 - NARAYANGARH 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 45741 30695 76436 
2. SERVICE 0 0 0 
3. TOTAL 45741 30695 76436 
Il. ELECTORS WHO VOTED 
1. GENERAL 27849 21550 49399 
2. POSTAL 9 0 0 
3. TOTAL 27849 21550 49399 
IV. VOTES 
1. POLLED 49399 ( 64.63% of Total Electors) 
2. VALID 48405 
3. REJECTED 994 ( 2.01% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 88 AVERAGE ELECTORS PER POLLING STATION : 868 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC KRISHNA DAS ROY 13772 
Runner up : JNP MIHIR KUMAR LAHA 12613 
MARGIN : 1159 (2.39% of Total Valid Votes ) 





rptConstituencySummary - Page 227 of 294 
242 


Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 








CONSTITUENCY DATA - SUMMARY 





CONSTITUENCY : 228 - DANTAN 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


MALE FEMALE TOTAL 





II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


47747 31909 79656 


0 0 0 
79656 


47747 31909 





Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


28190 21981 50171 


0 0 0 
50171 


28190 21981 





IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 

5. TENDERED 


50171 ( 62.98% of Total Electors) 
49109 

1062 ( 2.12% of Total Votes Polled) 
0 


0 





V. POLLING STATIONS 








NUMBER : °2 AVERAGE ELECTORS PER POLLING STATION : 865 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner JNP PRADYOT KUMAR MAHANTI 20089 
Runner up : CPI DWIBEDI RABINDRA NATH 16686 
MARGIN 3403. (6.93% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 229 - NAYAGRAM (ST) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 40562 39657 80219 
2. SERVICE 0 0 0 
3. TOTAL 40562 39657 80219 
Il. ELECTORS WHO VOTED 
1. GENERAL 25902 16002 41904 
2. POSTAL 9 0 0 
3. TOTAL 25902 16002 41904 
IV. VOTES 
1. POLLED 41904 (52.24% of Total Electors) 
2. VALID 40420 
3. REJECTED 1484 ( 3.54% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !20 AVERAGE ELECTORS PER POLLING STATION : 668 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM BUDHADEB SINGH 9872 
Runner up : JNP SUBODH HANSDA 7344 
MARGIN : 2528 ( 6.25% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 








CONSTITUENCY DATA - SUMMARY 





CONSTITUENCY : 230 - GOPIBALLAVPUR 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


MALE FEMALE TOTAL 





II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


44013 43492 87505 


44013 43492 87505 





I. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


30013 23317 53330 


0 0 0 
53330 


30013 23317 





IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 

5. TENDERED 


53330 ( 60.95% of Total Electors) 
52210 

1120 ( 2.10% of Total Votes Polled) 
0 


0 





V. POLLING STATIONS 








NUMBER : !10 AVERAGE ELECTORS PER POLLING STATION : 795 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner IND SANTOSH RANA 13401 
Runner up : CPM ABANI BHUSAN SATPATHI 11714 
MARGIN 1687 (3.23% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 231 - JHARGRAM 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 45893 44945 90838 
2. SERVICE 0 0 0 
3. TOTAL 45893 44945 90838 
Il. ELECTORS WHO VOTED 
1. GENERAL 28158 25171 53329 
2. POSTAL 9 0 0 
3. TOTAL 28158 25171 53329 
IV. VOTES 
1. POLLED 53329 (58.71% of Total Electors) 
2. VALID 52086 
3. REJECTED 1243 ( 2.33% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !19 AVERAGE ELECTORS PER POLLING STATION : 763 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM RAM CHANDRA SATPATHY 21376 
Runner up : INC BIRENDRA BIJOY MALLA DEB 12394 
MARGIN : 8982 ( 17.24% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 232 - BINPUR (ST) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 42466 43444 85910 
2. SERVICE 0 0 0 
3. TOTAL 42466 43444 85910 
I. ELECTORS WHO VOTED 
1. GENERAL 23053 17951 41004 
2. POSTAL 0 0 0 
3. TOTAL 23053 17951 41004 
IV. VOTES 
1. POLLED 41004 ( 47.73% of Total Electors) 
2. VALID 39993 
3. REJECTED 1011 ( 2.47% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !!1 AVERAGE ELECTORS PER POLLING STATION : 773 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner ; CPM SAMBHUNATH MANDI 11471 
Runner up : JNP DAKHIN MURMU 9920 
MARGIN : 1551 ( 3.88% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 








CONSTITUENCY DATA - SUMMARY 





CONSTITUENCY : 233 - BANDUAN (ST) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


MALE FEMALE TOTAL 





II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


41802 39702 81504 


0 0 0 
39702 


41802 81504 





Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


23411 13430 36841 


23411 13430 36841 





IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 

5. TENDERED 


36841 (45.20% of Total Electors) 
35912 


929 ( 2.52% of Total Votes Polled) 





V. POLLING STATIONS 








NUMBER : 9° AVERAGE ELECTORS PER POLLING STATION : 831 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner CPM SUDHANGSHU SEKHAR MAJHI 12165 
Runner up : INC BUDDESWAR MAJHI 8721 
MARGIN 3444 (9.59% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 








CONSTITUENCY DATA - SUMMARY 





CONSTITUENCY : 234 - MANBAZAR 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


MALE FEMALE TOTAL 





II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


46427 45525 91952 


46427 45525 91952 





Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


28949 24412 53361 


28949 24412 53361 





IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 

5. TENDERED 


53361 ( 58.03% of Total Electors) 
52157 


1204 ( 2.26% of Total Votes Polled) 





V. POLLING STATIONS 








NUMBER : !03 AVERAGE ELECTORS PER POLLING STATION : 892 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner CPM NAKUL CHANDRA MAHATA 22699 
Runner up : INC SITARAM MAHATO 18963 
MARGIN 3736 (7.16% — of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 235 - BALRAMPUR (ST) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 39571 37033 76604 
2. SERVICE 0 0 0 
3. TOTAL 39571 37033 76604 
Il. ELECTORS WHO VOTED 
1. GENERAL 22463 13450 35913 
2. POSTAL 0 0 0 
3. TOTAL 22463 13450 35913 
IV. VOTES 
1. POLLED 35913 ( 46.88% of Total Electors) 
2. VALID 35125 
3. REJECTED 788 ( 2.19% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 88 AVERAGE ELECTORS PER POLLING STATION : 870 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM BIKRAM TUDU 18677 
Runner up : INC RUP SINGH MAJHI 9433 
MARGIN : 9244 ( 26.32% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 236 - ARSA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 47856 36950 84806 
2. SERVICE 0 0 0 
3. TOTAL 47856 36950 84806 
Il. ELECTORS WHO VOTED 
1. GENERAL 30250 18124 48374 
2. POSTAL 0 0 0 
3. TOTAL 30250 18124 48374 
IV. VOTES 
1. POLLED 48374 (57.04% of Total Electors) 
2. VALID 47093 
3. REJECTED 1281 ( 2.65% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 97 AVERAGE ELECTORS PER POLLING STATION : 874 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : FBL DAMAN CHANDRA KUIRY 22800 
Runner up : JNP TILAKESHWAR MAJHI 8722 
MARGIN : 14078 ( 29.89% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 237 - JHALDA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 42651 38361 81012 
2. SERVICE 0 0 0 
3. TOTAL 42651 38361 81012 
Il. ELECTORS WHO VOTED 
1. GENERAL 26999 17387 44386 
2. POSTAL 9 0 0 
3. TOTAL 26999 17387 44386 
IV. VOTES 
1. POLLED 44386 (54.79% of Total Electors) 
2. VALID 43614 
3. REJECTED 772 ( 1.74% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 85 AVERAGE ELECTORS PER POLLING STATION : 964 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : FBL SATYA RANJAN MAHATO 22150 
Runner up : INC SUBHAS CHANDRA MAHATO 10628 
MARGIN : 11522 ( 26.42% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 238 - JAIPUR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 42757 36699 79456 
2. SERVICE 0 0 0 
3. TOTAL 42757 36699 79456 
Il. ELECTORS WHO VOTED 
1. GENERAL 24240 13348 37588 
2. POSTAL 0 0 0 
3. TOTAL 24240 13348 37588 
IV. VOTES 
1. POLLED 37588 ( 47.31% of Total Electors) 
2. VALID 36749 
3. REJECTED 839 ( 2.23% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 87 AVERAGE ELECTORS PER POLLING STATION : 913 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC RAM KRISHNA MAHATO 13195 
Runner up : JNP CHAKRADHAR MAHATO 11312 
MARGIN : 1883 (5.12% — of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 239 - PURULIA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 48342 40703 89045 
2. SERVICE 0 0 0 
3. TOTAL 48342 40703 89045 
Il. ELECTORS WHO VOTED 
1. GENERAL 25940 18408 44348 
2. POSTAL 0 0 0 
3. TOTAL 25940 18408 44348 
IV. VOTES 
1. POLLED 44348 ( 49.80% of Total Electors) 
2. VALID 43353 
3. REJECTED 995 ( 2.24% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : % AVERAGE ELECTORS PER POLLING STATION : 927 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM MAHADEB MUKHERJEE 18540 
Runner up : IND SANAT KUMAR MUKHERJEE 10764 
MARGIN : 77716 ( 17.94% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 240 - PARA (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 43791 42975 86766 
2. SERVICE 0 0 0 
3. TOTAL 43791 42975 86766 
Il. ELECTORS WHO VOTED 
1. GENERAL 23101 11925 35026 
2. POSTAL 9 0 0 
3. TOTAL 23101 11925 35026 
IV. VOTES 
1. POLLED 35026 ( 40.37% of Total Electors) 
2. VALID 34130 
3. REJECTED 896 ( 2.56% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 92 AVERAGE ELECTORS PER POLLING STATION : 943 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM GOBINDA BAURI 9185 
Runner up : INC SARAT CHANDRA DAS 7707 
MARGIN : 1478 (4.33% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 241 - RAGHUNATHPUR (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 42448 36509 78957 
2. SERVICE 0 0 0 
3. TOTAL 42448 36509 78957 
I. ELECTORS WHO VOTED 
1. GENERAL 21744 12353 34097 
2. POSTAL 0 0 0 
3. TOTAL 21744 12353 34097 
IV. VOTES 
1. POLLED 34097 ( 43.18% of Total Electors) 
2. VALID 33270 
3. REJECTED 827 ( 2.43% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 89 AVERAGE ELECTORS PER POLLING STATION : 887 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : SUC BIJOY BAURI 9453 
Runner up : JNP NEPAL BAURI 9112 
MARGIN : 341 (1.02% of Total Valid Votes ) 
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Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 








CONSTITUENCY DATA - SUMMARY 





CONSTITUENCY : 242 - KASHIPUR (ST) 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


MALE FEMALE TOTAL 





II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


40323 38442 78765 


40323 38442 78765 





Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


22153 13206 35359 


0 0 0 
35359 


22153 13206 





IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 

5. TENDERED 


35359 ( 44.89% of Total Electors) 
34360 


999 ( 2.83% of Total Votes Polled) 





V. POLLING STATIONS 








NUMBER : 85 AVERAGE ELECTORS PER POLLING STATION : 926 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner CPM SURENDRA NATH MAJHI 9534 
Runner up : JNP RAMPADA MAJHI 7601 
MARGIN 1933 (5.63% of Total Valid Votes ) 
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CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 243 -HURA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 41771 38922 80693 
2. SERVICE 0 0 0 
3. TOTAL 41771 38922 80693 
Il. ELECTORS WHO VOTED 
1. GENERAL 23388 14438 37826 
2. POSTAL 9 0 0 
3. TOTAL 23388 14438 37826 
IV. VOTES 
1. POLLED 37826 ( 46.88% of Total Electors) 
2. VALID 36924 
3. REJECTED 902 ( 2.38% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 93 AVERAGE ELECTORS PER POLLING STATION : 867 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM AMBARISH MUKHOPADHYAY 10445 
Runner up : JNP RAJ RAJESHWARI PRASAD SINGHADEO 9824 
MARGIN : 621 (1.68% — of Total Valid Votes ) 
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CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 244 - TALDANGRA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 46659 48162 94821 
2. SERVICE 0 0 0 
3. TOTAL 46659 48162 94821 
Il. ELECTORS WHO VOTED 
1. GENERAL 32842 28038 60880 
2. POSTAL 0 0 0 
3. TOTAL 32842 28038 60880 
IV. VOTES 
1. POLLED 60880 ( 64.21% of Total Electors) 
2. VALID 59733 
3. REJECTED 1147 ( 1.88% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !19 AVERAGE ELECTORS PER POLLING STATION : 796 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM MOHINI MOHAN PANDA 35564 
Runner up : INC PHANI BHUSAN SINGHABABU 12802 
MARGIN  : 22762 ( 38.11% of Total Valid Votes ) 
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CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 245 - RAIPUR (ST) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 46871 48691 95562 
2. SERVICE 0 0 0 
3. TOTAL 46871 48691 95562 
Il. ELECTORS WHO VOTED 
1. GENERAL 28706 20363 49069 
2. POSTAL 9 0 0 
3. TOTAL 28706 20363 49069 
IV. VOTES 
1. POLLED 49069 (51.35% of Total Electors) 
2. VALID 47954 
3. REJECTED 1115 (| 2.27% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 118 AVERAGE ELECTORS PER POLLING STATION : 809 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM APINDRA KISKU 21234 
Runner up : INC GANGADHAR MURMU 10446 
MARGIN : 10788 ( 22.50% of Total Valid Votes ) 
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CONSTITUENCY : 246 - RANIBANDH (ST) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 43782 45384 89166 
2. SERVICE 0 0 0 
3. TOTAL 43782 45384 89166 
Il. ELECTORS WHO VOTED 
1. GENERAL 25385 17216 42601 
2. POSTAL 0 0 0 
3. TOTAL 25385 17216 42601 
IV. VOTES 
1. POLLED 42601 ( 47.78% of Total Electors) 
2. VALID 41725 
3. REJECTED 876 ( 2.06% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !13 AVERAGE ELECTORS PER POLLING STATION : 789 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM SUCHAND SOREN 26809 
Runner up : JNP JADUNATH MURMU 8727 
MARGIN : 18082 ( 43.34% of Total Valid Votes ) 
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CONSTITUENCY : 247 - INDPUR (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 45616 47484 93100 
2. SERVICE 0 0 0 
3. TOTAL 45616 47484 93100 
Il. ELECTORS WHO VOTED 
1. GENERAL 27532 20097 47629 
2. POSTAL 9 0 0 
3. TOTAL 27532 20097 47629 
IV. VOTES 
1. POLLED 47629 (51.16% of Total Electors) 
2. VALID 46393 
3. REJECTED 1236 ( 2.60% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !10 AVERAGE ELECTORS PER POLLING STATION : 846 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : JNP BINODE BEHARI MAJI 21864 
Runner up : BBC RADHARAMAN MOI 15727 
MARGIN : 6137 ( 13.23% of Total Valid Votes ) 
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CONSTITUENCY : 248 - CHHATNA 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


MALE FEMALE TOTAL 





II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


42039 43479 85518 


42039 43479 85518 





Il. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


24126 16041 40167 


0 0 0 
40167 


24126 16041 





IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 

5. TENDERED 


40167 ( 46.97% of Total Electors) 
39106 

1061 ( 2.64% of Total Votes Polled) 
0 


0 





V. POLLING STATIONS 








NUMBER : !13 AVERAGE ELECTORS PER POLLING STATION : 756 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner RSP SUBHAS GOSWAMI 11833 
Runner up : INC KAMALAKANTA HEMBRAM 10974 
MARGIN : 859 (2.20% of Total Valid Votes ) 
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CONSTITUENCY : 249 - GANGAJALGHATI (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 44471 46204 90675 
2. SERVICE 0 0 0 
3. TOTAL 44471 46204 90675 
Il. ELECTORS WHO VOTED 
1. GENERAL 28290 17830 46120 
2. POSTAL 0 0 0 
3. TOTAL 28290 17830 46120 
IV. VOTES 
1. POLLED 46120 ( 50.86% of Total Electors) 
2. VALID 44927 
3. REJECTED 1193 ( 2.59% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !16 AVERAGE ELECTORS PER POLLING STATION : 781 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM NABANI BARUI 30188 
Runner up : INC SAKTIPADA MAJI 8861 
MARGIN : 21327 ( 47.47% _ of Total Valid Votes ) 
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CONSTITUENCY : 250 - BARJORA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 47643 49184 96827 
2. SERVICE 0 0 0 
3. TOTAL 47643 49184 96827 
Il. ELECTORS WHO VOTED 
1. GENERAL 33259 26314 59573 
2. POSTAL 9 0 0 
3. TOTAL 33259 26314 59573 
IV. VOTES 
1. POLLED 59573 ( 61.53% of Total Electors) 
2. VALID 58317 
3. REJECTED 1256 ( 2.11% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 120 AVERAGE ELECTORS PER POLLING STATION : 806 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM ASWINI KUMAR RAJ 37104 
Runner up : INC SUDHANGSHU SEKHAR TEWARI 11982 
MARGIN: 25122 ( 43.08% of Total Valid Votes ) 
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CONSTITUENCY : 251 - BANKURA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 51039 2162 53201 
2. SERVICE 0 0 0 
3. TOTAL 51039 2162 53201 
I. ELECTORS WHO VOTED 
1. GENERAL 26269 20092 46361 
2. POSTAL 0 0 0 
3. TOTAL 26269 20092 46361 
IV. VOTES 
1. POLLED 46361 ( 87.14% of Total Electors) 
2. VALID 45323 
3. REJECTED 1038 ( 2.24% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !15 AVERAGE ELECTORS PER POLLING STATION : 897 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM PARTHA DE 20682 
Runner up : JNP ANANDI KUNDU 9925 
MARGIN : 10757 ( 23.73% of Total Valid Votes ) 
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CONSTITUENCY : 252 - ONDA 











MALE FEMALE TOTAL 

I. CANDIDATES 

1. NOMINATED 

2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 
Il. ELECTORS 

1. GENERAL 46177 47964 94141 

2. SERVICE 0 0 0 

3. TOTAL 46177 47964 94141 
IW. ELECTORS WHO VOTED 

1. GENERAL 26969 22217 49186 

2. POSTAL 0 0 0 

3. TOTAL 26969 22217 49186 
IV. VOTES 

1. POLLED 49186 ( 52.25% of Total Electors) 

2. VALID 48023 

3. REJECTED 1163 ( 2.36% of Total Votes Polled) 

4. MISSING 0 

5. TENDERED 0 





V. POLLING STATIONS 








NUMBER : !27 AVERAGE ELECTORS PER POLLING STATION : 741 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner FBL ANIL MUKHERJEE 16225 
Runner up : INC SAMBHU NARAYAN GOSWAMI 14074 
MARGIN 2151 (4.48% of Total Valid Votes ) 
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CONSTITUENCY : 253 - VISHNUPUR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 37451 39364 76815 
2. SERVICE 0 0 0 
3. TOTAL 37451 39364 76815 
Il. ELECTORS WHO VOTED 
1. GENERAL 24329 19804 44133 
2. POSTAL 0 0 0 
3. TOTAL 24329 19804 44133 
IV. VOTES 
1. POLLED 44133 (57.45% of Total Electors) 
2. VALID 43102 
3. REJECTED 1031 ( 2.34% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 104 AVERAGE ELECTORS PER POLLING STATION : 738 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM ACHINTYA KRISHNA ROY 22511 
Runner up : INC ARDHENDU MITRA 11099 
MARGIN : 11412 ( 26.48% of Total Valid Votes ) 
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CONSTITUENCY : 254 - KOTULPUR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 37482 39018 76500 
2. SERVICE 0 0 0 
3. TOTAL 37482 39018 76500 
Ill. ELECTORS WHO VOTED 
1. GENERAL 27018 21787 48805 
2. POSTAL 0 0 0 
3. TOTAL 27018 21787 48805 
IV. VOTES 
1. POLLED 48805 ( 63.80% of Total Electors) 
2. VALID 47950 
3. REJECTED 855 ( 1.75% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !03 AVERAGE ELECTORS PER POLLING STATION : 742 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM GUNADHAR CHOUDHARY 24429 
Runner up : INC AKSHAY KUMAR KOLEY 13731 
MARGIN : 10698 ( 22.31% of Total Valid Votes ) 
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CONSTITUENCY : 255 - INDAS (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 38497 39940 78437 
2. SERVICE 0 0 0 
3. TOTAL 38497 39940 78437 
Il. ELECTORS WHO VOTED 
1. GENERAL 26183 18836 45019 
2. POSTAL 0 0 0 
3. TOTAL 26183 18836 45019 
IV. VOTES 
1. POLLED 45019 (57.40% of Total Electors) 
2. VALID 44169 
3. REJECTED 850 ( 1.89% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !00 AVERAGE ELECTORS PER POLLING STATION : 784 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM BADAN BORA 27887 
Runner up : JNP NABADURGA 8849 
MARGIN : 19038 ( 43.10% of Total Valid Votes ) 
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CONSTITUENCY : 256 - SONAMUKHI (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 38789 39972 78761 
2. SERVICE 0 0 0 
3. TOTAL 38789 39972 78761 
Il. ELECTORS WHO VOTED 
1. GENERAL 27847 22890 50737 
2. POSTAL 0 0 0 
3. TOTAL 27847 22890 50737 
IV. VOTES 
1. POLLED 50737 ( 64.42% of Total Electors) 
2. VALID 49835 
3. REJECTED 902 ( 1.78% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !03 AVERAGE ELECTORS PER POLLING STATION : 764 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM SUKHENDU KHAN 26288 
Runner up : JNP KANAI SAHA 11003 
MARGIN : 15285 ( 30.67% of Total Valid Votes ) 
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CONSTITUENCY : 257 - KULTI 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 55137 36643 91780 
2. SERVICE 0 0 0 
3. TOTAL 55137 36643 91780 
Il. ELECTORS WHO VOTED 
1. GENERAL 24165 13193 37358 
2. POSTAL 0 0 0 
3. TOTAL 24165 13193 37358 
IV. VOTES 
1. POLLED 37358 ( 40.70% of Total Electors) 
2. VALID 36418 
3. REJECTED 940 ( 2.52% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !05 AVERAGE ELECTORS PER POLLING STATION : 874 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : MFB MADHU BANERJEE 12492 
Runner up : INC GHATAK SIBDAS 12116 
MARGIN : 376 (1.03% of Total Valid Votes ) 
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CONSTITUENCY : 258 - BARABANI 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 62064 43758 105822 
2. SERVICE 0 0 0 
3. TOTAL 62064 43758 105822 
Il. ELECTORS WHO VOTED 
1. GENERAL 30315 16197 46512 
2. POSTAL 0 0 0 
3. TOTAL 30315 16197 46512 
IV. VOTES 
1. POLLED 46512 ( 43.95% of Total Electors) 
2. VALID 45407 
3. REJECTED 1105 ( 2.38% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !22 AVERAGE ELECTORS PER POLLING STATION : 867 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM SUNIL BASU ROY 22514 
Runner up : INC SUKUMAR BANDOPADHYA 15674 
MARGIN : 6840 ( 15.06% of Total Valid Votes ) 
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CONSTITUENCY : 259 - HIRAPUR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 58594 34106 92700 
2. SERVICE 0 0 0 
3. TOTAL 58594 34106 92700 
Il. ELECTORS WHO VOTED 
1. GENERAL 28267 13508 41775 
2. POSTAL 0 0 0 
3. TOTAL 28267 13508 41775 
IV. VOTES 
1. POLLED 41775 (45.06% of Total Electors) 
2. VALID 40977 
3. REJECTED 798 ( 1.91% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 93 AVERAGE ELECTORS PER POLLING STATION : 996 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM BAMAPADA MUKHERJEE 24021 
Runner up : INC SANTIMOY AICH 9162 
MARGIN : 14859 ( 36.26% of Total Valid Votes ) 
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CONSTITUENCY : 260 - ASANSOL 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 66021 38707 104728 
2. SERVICE 0 0 0 
3. TOTAL 66021 38707 104728 
Il. ELECTORS WHO VOTED 
1. GENERAL 24861 13309 38170 
2. POSTAL 0 0 0 
3. TOTAL 24861 13309 38170 
IV. VOTES 
1. POLLED 38170 ( 36.45% of Total Electors) 
2. VALID 37509 
3. REJECTED 661 ( 1.73% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 98 AVERAGE ELECTORS PER POLLING STATION : 1068 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM HARADHAN ROY 17474 
Runner up : INC GOPIKARANJAN MITRA 12557 
MARGIN : 4917 ( 13.11% of Total Valid Votes ) 
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CONSTITUENCY : 261 - RANIGANJ 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 62458 35495 97953 
2. SERVICE 0 0 0 
3. TOTAL 62458 35495 97953 
Il. ELECTORS WHO VOTED 
1. GENERAL 29111 13278 42389 
2. POSTAL 9 0 0 
3. TOTAL 29111 13278 42389 
IV. VOTES 
1. POLLED 42389 ( 43.27% of Total Electors) 
2. VALID 41350 
3. REJECTED 1039 ( 2.45% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 93 AVERAGE ELECTORS PER POLLING STATION : 1053 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM HARADHAN ROY 24570 
Runner up : INC SAROJAKSHA MUKHERJEE 6156 
MARGIN : 18414 ( 44.53% of Total Valid Votes ) 
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CONSTITUENCY : 262 - JAMURIA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 56632 34096 90728 
2. SERVICE 0 0 0 
3. TOTAL 56632 34096 90728 
Il. ELECTORS WHO VOTED 
1. GENERAL 27539 13026 40565 
2. POSTAL 0 0 0 
3. TOTAL 27539 13026 40565 
IV. VOTES 
1. POLLED 40565 ( 44.71% of Total Electors) 
2. VALID 39430 
3. REJECTED 1135 ( 2.80% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : °8 AVERAGE ELECTORS PER POLLING STATION : 925 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: CPM BIKASH CHOWDHURY 20582 
Runner up : INC CHANDRA SEKHAR BANDOPADHYA 9092 
MARGIN : 11490 ( 29.14% of Total Valid Votes ) 
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CONSTITUENCY : 263 - UKHRA (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 61415 38224 99639 
2. SERVICE 0 0 0 
3. TOTAL 61415 38224 99639 
Il. ELECTORS WHO VOTED 
1. GENERAL 29337 13066 42403 
2. POSTAL 0 0 0 
3. TOTAL 29337 13066 42403 
IV. VOTES 
1. POLLED 42403 ( 42.56% of Total Electors) 
2. VALID 41257 
3. REJECTED 1146 ( 2.70% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !05 AVERAGE ELECTORS PER POLLING STATION : 48 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM LAKHAN BAGDI 21714 
Runner up : INC GOPAL MONDAL 12714 
MARGIN : 9000 ( 21.81% of Total Valid Votes ) 
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CONSTITUENCY : 264 - DURGAPUR-I 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 70041 53018 123059 
2. SERVICE 0 0 0 
3. TOTAL 70041 53018 123059 
Il. ELECTORS WHO VOTED 
1. GENERAL 29650 17717 47367 
2. POSTAL 0 0 0 
3. TOTAL 29650 17717 47367 
IV. VOTES 
1. POLLED 47367 ( 38.49% of Total Electors) 
2. VALID 46673 
3. REJECTED 694 ( 1.47% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !28 AVERAGE ELECTORS PER POLLING STATION : 91 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM DILIP KUMAR MAJUNDAR 27697 
Runner up : INC TAPAN DAS GUPTA 9992 
MARGIN : 17705 ( 37.93% of Total Valid Votes ) 
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CONSTITUENCY : 265 - DURGAPUR-II 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 81326 63389 144715 
2. SERVICE 0 0 0 
3. TOTAL 81326 63389 144715 
Il. ELECTORS WHO VOTED 
1. GENERAL 34690 19579 54269 
2. POSTAL 9 0 0 
3. TOTAL 34690 19579 54269 
IV. VOTES 
1. POLLED 54269 ( 37.50% of Total Electors) 
2. VALID 53525 
3. REJECTED 744 ( 1.37% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !05 AVERAGE ELECTORS PER POLLING STATION : 1378 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM TARUN CHATTERJEE 34287 
Runner up : INC AJIT BANERJEE 12472 
MARGIN : 21815 ( 40.76% of Total Valid Votes ) 
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CONSTITUENCY : 266 - KANKSA (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 43681 37130 80811 
2. SERVICE 0 0 0 
3. TOTAL 43681 37130 80811 
I. ELECTORS WHO VOTED 
1. GENERAL 26747 19202 45949 
2. POSTAL 0 0 0 
3. TOTAL 26747 19202 45949 
IV. VOTES 
1. POLLED 45949 ( 56.86% of Total Electors) 
2. VALID 45013 
3. REJECTED 936 ( 2.04% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 108 AVERAGE ELECTORS PER POLLING STATION : 748 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM LAKSHINARAYAN SAHA 28601 
Runner up : INC SAMIR KUMAR SAHA 9885 
MARGIN : 18716 ( 41.58% of Total Valid Votes ) 





rptConstituencySummary - Page 266 of 294 
281 


Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 267 - AUSGRAM (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 43652 42667 86319 
2. SERVICE 0 0 0 
3. TOTAL 43652 42667 86319 
Il. ELECTORS WHO VOTED 
1. GENERAL 27434 23161 50595 
2. POSTAL 0 0 0 
3. TOTAL 27434 23161 50595 
IV. VOTES 
1. POLLED 50595 (58.61% of Total Electors) 
2. VALID 49526 
3. REJECTED 1069 ( 2.11% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 106 AVERAGE ELECTORS PER POLLING STATION : 814 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM SHREEDHAR MALIK 33427 
Runner up : JNP MADAN LOHAR 9044 
MARGIN : 24383 ( 49.23% of Total Valid Votes ) 





rptConstituencySummary - Page 267 of 294 
282 


Election Commission of India, State Election, 1977 to the Legislative Assembly of WEST BENGAL 


CONSTITUENCY DATA - SUMMARY 











CONSTITUENCY : 268 - BHATAR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 45087 42960 88047 
2. SERVICE 0 0 0 
3. TOTAL 45087 42960 88047 
Il. ELECTORS WHO VOTED 
1. GENERAL 277159 25093 52852 
2. POSTAL 0 0 0 
3. TOTAL 27759 25093 52852 
IV. VOTES 
1. POLLED 52852 ( 60.03% of Total Electors) 
2. VALID 51880 
3. REJECTED 972 ( 1.84% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 99 AVERAGE ELECTORS PER POLLING STATION : 889 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC BHOLANATH SEN 29324 
Runner up : FBL SAKTIPADA CHATTOPADHYA 20587 
MARGIN : 8737 ( 16.84% of Total Valid Votes ) 
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CONSTITUENCY : 269 - GALSI 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 43343 42070 85413 
2. SERVICE 0 0 0 
3. TOTAL 43343 42070 85413 
Il. ELECTORS WHO VOTED 
1. GENERAL 22728 20895 43623 
2. POSTAL 0 0 0 
3. TOTAL 22728 20895 43623 
IV. VOTES 
1. POLLED 43623 (51.07% of Total Electors) 
2. VALID 42731 
3. REJECTED 892 ( 2.04% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !04 AVERAGE ELECTORS PER POLLING STATION : 821 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : FBL DEBRANJAN SEN 26613 
Runner up : INC NIRADENDU KONER 8075 
MARGIN : 18538 ( 43.38% of Total Valid Votes ) 
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CONSTITUENCY : 270 - BURDWAN NORTH 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 49828 44883 94711 
2. SERVICE 0 0 0 
3. TOTAL 49828 44883 94711 
Il. ELECTORS WHO VOTED 
1. GENERAL 29742 25774 55516 
2. POSTAL 0 0 0 
3. TOTAL 29742 25774 55516 
IV. VOTES 
1. POLLED 55516 ( 58.62% of Total Electors) 
2. VALID 54477 
3. REJECTED 1039 ( 1.87% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !13 AVERAGE ELECTORS PER POLLING STATION : 838 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: CPM DWARKA NATH TAH 35702 
Runner up : INC SUDHIR CHANDRA DAWN 11336 
MARGIN: 24366 ( 44.73% of Total Valid Votes ) 
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CONSTITUENCY : 271 - BURDWAN SOUTH 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 74751 56447 131198 
2. SERVICE 0 0 0 
3. TOTAL 74751 56447 131198 
Il. ELECTORS WHO VOTED 
1. GENERAL 32082 24896 56978 
2. POSTAL 0 0 0 
3. TOTAL 32082 24896 56978 
IV. VOTES 
1. POLLED 56978 ( 43.43% of Total Electors) 
2. VALID 56161 
3. REJECTED 817 ( 1.43% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !26 AVERAGE ELECTORS PER POLLING STATION : 1041 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM BENOY KRISHNA CHOWDHRY 29115 
Runner up : INC PRADIP BHATTACHARYYA 16731 
MARGIN : 12384 ( 22.05% of Total Valid Votes ) 
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CONSTITUENCY : 272 - KHANDAGHOSH (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 41833 40910 82743 
2. SERVICE 0 0 0 
3. TOTAL 41833 40910 82743 
Il. ELECTORS WHO VOTED 
1. GENERAL 28867 21651 50518 
2. POSTAL 0 0 0 
3. TOTAL 28867 21651 50518 
IV. VOTES 
1. POLLED 50518 ( 61.05% of Total Electors) 
2. VALID 49675 
3. REJECTED 843 ( 1.67% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 98 AVERAGE ELECTORS PER POLLING STATION : 844 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM PURNA CHANDRA MALIK 29446 
Runner up : INC MONORANJAN PRAMANIK 15322 
MARGIN : 14124 ( 28.43% of Total Valid Votes ) 
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CONSTITUENCY : 273 - RAINA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 47937 42294 90231 
2. SERVICE 0 0 0 
3. TOTAL 47937 42294 90231 
Il. ELECTORS WHO VOTED 
1. GENERAL 29305 23739 53044 
2. POSTAL 0 0 0 
3. TOTAL 29305 23739 53044 
IV. VOTES 
1. POLLED 53044 (58.79% of Total Electors) 
2. VALID 52268 
3. REJECTED 716 ( 1.46% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !03 AVERAGE ELECTORS PER POLLING STATION : 876 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM RAM NARAYAN GOSWAMI 33135 
Runner up : INC AJIT KRISHNA BHATTACHARYA 11633 
MARGIN : 21502 ( 41.14% of Total Valid Votes ) 
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CONSTITUENCY : 274 - JAMALPUR (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 42029 38518 80547 
2. SERVICE 0 0 0 
3. TOTAL 42029 38518 80547 
Il. ELECTORS WHO VOTED 
1. GENERAL 23824 19669 43493 
2. POSTAL 9 0 0 
3. TOTAL 23824 19669 43493 
IV. VOTES 
1. POLLED 43493 ( 54.00% of Total Electors) 
2. VALID 42637 
3. REJECTED 856 ( 1.97% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : % AVERAGE ELECTORS PER POLLING STATION : 839 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : MFB SUNIL SANTRA 20470 
Runner up : INC PURANJOY PRAMANIK 14195 
MARGIN : 6275 ( 14.72% of Total Valid Votes ) 
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CONSTITUENCY : 275 -MEMARI 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 50507 44994 95501 
2. SERVICE 0 0 0 
3. TOTAL 50507 44994 95501 
Il. ELECTORS WHO VOTED 
1. GENERAL 31881 24839 56720 
2. POSTAL 0 0 0 
3. TOTAL 31881 24839 56720 
IV. VOTES 
1. POLLED 56720 ( 59.39% of Total Electors) 
2. VALID 55573 
3. REJECTED 1147 ( 2.02% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !04 AVERAGE ELECTORS PER POLLING STATION : 918 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM BENOY KONAR 36230 
Runner up : JNP SURYA NARAYAN PAL 9873 
MARGIN : 26357 ( 47.43% of Total Valid Votes ) 
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CONSTITUENCY : 276 - KALNA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 46382 42960 89342 
2. SERVICE 0 0 0 
3. TOTAL 46382 42960 89342 
Il. ELECTORS WHO VOTED 
1. GENERAL 31261 26360 57621 
2. POSTAL 0 0 0 
3. TOTAL 31261 26360 57621 
IV. VOTES 
1. POLLED 57621 ( 64.49% of Total Electors) 
2. VALID 56768 
3. REJECTED 853 ( 1.48% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !03 AVERAGE ELECTORS PER POLLING STATION : 867 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM GURUPRASAD SINHA ROY 31826 
Runner up : JNP DEBENDRA BEJOY GHOSH 13074 
MARGIN : 18752 ( 33.03% of Total Valid Votes ) 
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CONSTITUENCY : 277 - NADANGHAT 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 43295 39070 82365 
2. SERVICE 0 0 0 
3. TOTAL 43295 39070 82365 
Il. ELECTORS WHO VOTED 
1. GENERAL 30793 24577 55370 
2. POSTAL 9 0 0 
3. TOTAL 30793 24577 55370 
IV. VOTES 
1. POLLED 55370 ( 67.23% of Total Electors) 
2. VALID 54515 
3. REJECTED 855 ( 1.54% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 106 AVERAGE ELECTORS PER POLLING STATION :777 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM SYED ABDUL HABIBULLAH 35814 
Runner up : INC BISWANATH BASU 12461 
MARGIN : 23353 ( 42.84% of Total Valid Votes ) 
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CONSTITUENCY : 278 -MANTESWAR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 45940 40792 86732 
2. SERVICE 0 0 0 
3. TOTAL 45940 40792 86732 
Il. ELECTORS WHO VOTED 
1. GENERAL 28476 21803 50279 
2. POSTAL 0 0 0 
3. TOTAL 28476 21803 50279 
IV. VOTES 
1. POLLED 50279 (57.97% of Total Electors) 
2. VALID 49233 
3. REJECTED 1046 ( 2.08% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : °% AVERAGE ELECTORS PER POLLING STATION : 903 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: CPM HEMANTA KUMAR ROY 31298 
Runner up : INC TUHIN KUMAR SAMANTA 11848 
MARGIN: 19450 ( 39.51% of Total Valid Votes ) 
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CONSTITUENCY : 279 - PURBASTHALI 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 43038 40470 83508 
2. SERVICE 0 0 0 
3. TOTAL 43038 40470 83508 
Il. ELECTORS WHO VOTED 
1. GENERAL 30297 24225 54522 
2. POSTAL 0 0 0 
3. TOTAL 30297 24225 54522 
IV. VOTES 
1. POLLED 54522 ( 65.29% of Total Electors) 
2. VALID 53477 
3. REJECTED 1045 ( 1.92% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !09 AVERAGE ELECTORS PER POLLING STATION : 766 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM MANORANJAN NATH 35293 
Runner up : JNP RAMA DEBI 12345 
MARGIN : 22948 ( 42.91% of Total Valid Votes ) 
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CONSTITUENCY : 280 -KATWA 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 49259 47599 96858 
2. SERVICE 0 0 0 
3. TOTAL 49259 47599 96858 
Il. ELECTORS WHO VOTED 
1. GENERAL 32780 27552 60332 
2. POSTAL 0 0 0 
3. TOTAL 32780 27552 60332 
IV. VOTES 
1. POLLED 60332 ( 62.29% of Total Electors) 
2. VALID 59342 
3. REJECTED 990 ( 1.64% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !13 AVERAGE ELECTORS PER POLLING STATION : 857 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM HARAMOHAN SINHA 36290 
Runner up : JNP NITYANANDA THAKUR 12556 
MARGIN : 23734 ( 40.00% of Total Valid Votes ) 
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CONSTITUENCY : 281 - MANGALKOT 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 40560 41062 81622 
2. SERVICE 0 0 0 
3. TOTAL 40560 41062 81622 
Il. ELECTORS WHO VOTED 
1. GENERAL 28946 20781 49727 
2. POSTAL 0 0 0 
3. TOTAL 28946 20781 49727 
IV. VOTES 
1. POLLED 49727 ( 60.92% of Total Electors) 
2. VALID 48719 
3. REJECTED 1008 ( 2.03% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 103 AVERAGE ELECTORS PER POLLING STATION : 792 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner: CPM NIKHILANANDA SAR 29638 
Runner up : JNP MADAN CHOWDHURY 14037 
MARGIN: 15601 ( 32.02% of Total Valid Votes ) 
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CONSTITUENCY : 282 - KETUGRAM (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 42429 43605 86034 
2. SERVICE 0 0 0 
3. TOTAL 42429 43605 86034 
Il. ELECTORS WHO VOTED 
1. GENERAL 27377 20764 48141 
2. POSTAL 9 0 0 
3. TOTAL 27377 20764 48141 
IV. VOTES 
1. POLLED 48141 (55.96% of Total Electors) 
2. VALID 47254 
3. REJECTED 887 ( 1.84% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : !19 AVERAGE ELECTORS PER POLLING STATION : 722 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM RAICHARAN MAJHI 29196 
Runner up : INC PRAVAKAR MANDAL 9192 
MARGIN : 20004 ( 42.33% of Total Valid Votes ) 
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CONSTITUENCY : 283 - NANUR (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 41467 41561 83028 
2. SERVICE 0 0 0 
3. TOTAL 41467 41561 83028 
Il. ELECTORS WHO VOTED 
1. GENERAL 26578 17494 44072 
2. POSTAL 0 0 0 
3. TOTAL 26578 17494 44072 
IV. VOTES 
1. POLLED 44072 ( 53.08% of Total Electors) 
2. VALID 42997 
3. REJECTED 1075 ( 2.44% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : % AVERAGE ELECTORS PER POLLING STATION : 883 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM BANAMALI DAS 27107 
Runner up : INC DULAL SAHA 7993 
MARGIN : 19114 ( 44.45% of Total Valid Votes ) 
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CONSTITUENCY : 284 - BOLPUR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 38353 37131 75484 
2. SERVICE 0 0 0 
3. TOTAL 38353 37131 75484 
Ill. ELECTORS WHO VOTED 
1. GENERAL 23117 14748 37865 
2. POSTAL 0 0 0 
3. TOTAL 23117 14748 37865 
IV. VOTES 
1. POLLED 37865 (50.16% of Total Electors) 
2. VALID 37036 
3. REJECTED 829 ( 2.19% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 84 AVERAGE ELECTORS PER POLLING STATION : 898 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : RSP JYOTSNA KUMAR GUPTA 15330 
Runner up : INC GEURHARI CHANDRA 9676 
MARGIN : 5654 (15.27% of Total Valid Votes ) 
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CONSTITUENCY : 285 - LABHPUR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 36604 36103 72707 
2. SERVICE 0 0 0 
3. TOTAL 36604 36103 72707 
Il. ELECTORS WHO VOTED 
1. GENERAL 22166 14017 36183 
2. POSTAL 0 0 0 
3. TOTAL 22166 14017 36183 
IV. VOTES 
1. POLLED 36183 (49.77% of Total Electors) 
2. VALID 35183 
3. REJECTED 1000 ( 2.76% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 78 AVERAGE ELECTORS PER POLLING STATION : 932 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM SUNIL KUMAR MAZUMDAR 18853 
Runner up : INC EUNIS MALLICK 7016 
MARGIN : 11837 ( 33.64% of Total Valid Votes ) 
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CONSTITUENCY : 286 - DUBRAJPUR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 41918 41756 83674 
2. SERVICE 0 0 0 
3. TOTAL 41918 41756 83674 
Il. ELECTORS WHO VOTED 
1. GENERAL 26319 11156 37475 
2. POSTAL 0 0 0 
3. TOTAL 26319 11156 37475 
IV. VOTES 
1. POLLED 37475 ( 44.79% of Total Electors) 
2. VALID 36657 
3. REJECTED 818 ( 2.18% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 8! AVERAGE ELECTORS PER POLLING STATION : 1032 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : FBL BHAKTI BHUSAN MANDAL 21328 
Runner up : JNP ENAYET KARIM CHOWDHURY 9782 
MARGIN : 11546 ( 31.50% of Total Valid Votes ) 
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CONSTITUENCY : 287 - RAJNAGAR (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 44790 44523 89313 
2. SERVICE 0 0 0 
3. TOTAL 44790 44523 89313 
Il. ELECTORS WHO VOTED 
1. GENERAL 24718 13193 37911 
2. POSTAL 0 0 0 
3. TOTAL 24718 13193 37911 
IV. VOTES 
1. POLLED 37911 ( 42.45% of Total Electors) 
2. VALID 36953 
3. REJECTED 958 ( 2.53% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 95 AVERAGE ELECTORS PER POLLING STATION : 940 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : FBL SIDDHESWAR MANDAL 17823 
Runner up : INC JITEN KUMAR MONDAL 7110 
MARGIN : 10713 ( 28.99% of Total Valid Votes ) 
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CONSTITUENCY DATA - SUMMARY 





CONSTITUENCY : 288 - SURI 


I. CANDIDATES 
1. NOMINATED 


2. REJECTED 

3. WITHDRAWN 

4. CONTESTED 

5. FORFEITED DEPOSIT 


MALE FEMALE TOTAL 





II. ELECTORS 
1. GENERAL 


2. SERVICE 
3. TOTAL 


43732 42687 86419 


43732 42687 86419 





I. ELECTORS WHO VOTED 
1. GENERAL 


2. POSTAL 
3. TOTAL 


29908 21754 51662 


29908 21754 51662 





IV. VOTES 
1. POLLED 


2. VALID 

3. REJECTED 
4. MISSING 

5. TENDERED 


51662 (59.78% of Total Electors) 
50675 


987 ( 1.91% of Total Votes Polled) 





V. POLLING STATIONS 








NUMBER : 95 AVERAGE ELECTORS PER POLLING STATION : 909 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner INC SUNITI CHATTARAJ 17386 
Runner up : CPM ARUN KUMAR CHOWDHURY 13712 
MARGIN 3674 (7.25% of Total Valid Votes ) 
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CONSTITUENCY : 289 - MAHAMMAD BAZAR 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 40545 39592 80137 
2. SERVICE 0 0 0 
3. TOTAL 40545 39592 80137 
Il. ELECTORS WHO VOTED 
1. GENERAL 26624 16377 43001 
2. POSTAL 0 0 0 
3. TOTAL 26624 16377 43001 
IV. VOTES 
1. POLLED 43001 ( 53.66% of Total Electors) 
2. VALID 42050 
3. REJECTED 951 ( 2.21% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 86 AVERAGE ELECTORS PER POLLING STATION : 931 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM DHIRENDRA NATH SEN 21073 
Runner up : INC NITAI PADA GHOSH 12885 
MARGIN : 8188 ( 19.47% of Total Valid Votes ) 
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CONSTITUENCY : 290 - MAYURESWAR (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 39208 38544 77752 
2. SERVICE 0 0 0 
3. TOTAL 39208 38544 77752 
Il. ELECTORS WHO VOTED 
1. GENERAL 23331 12651 35982 
2. POSTAL 0 0 0 
3. TOTAL 23331 12651 35982 
IV. VOTES 
1. POLLED 35982 ( 46.28% of Total Electors) 
2. VALID 34988 
3. REJECTED 994 ( 2.76% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 77 AVERAGE ELECTORS PER POLLING STATION : 1009 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : CPM PANCHANAN LET (BARA) 16665 
Runner up : JNP GUNAKAR MANDAL 8721 
MARGIN : 7944 ( 22.70% of Total Valid Votes ) 
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CONSTITUENCY : 291 - RAMPURHAT 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 41116 39421 80537 
2. SERVICE 0 0 0 
3. TOTAL 41116 39421 80537 
Il. ELECTORS WHO VOTED 
1. GENERAL 25505 16574 42079 
2. POSTAL 0 0 0 
3. TOTAL 25505 16574 42079 
IV. VOTES 
1. POLLED 42079 (52.25% of Total Electors) 
2. VALID 41216 
3. REJECTED 863 ( 2.05% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 85 AVERAGE ELECTORS PER POLLING STATION : 947 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : FBL SHANSHAKA SEKHAR MONDAL 13798 
Runner up : JNP TAPAS KUMAR MUKHOPADHYAY 7273 
MARGIN : 6525 ( 15.83% of Total Valid Votes ) 
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CONSTITUENCY : 292 - HANSAN (SC) 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
Il. ELECTORS 
1. GENERAL 38277 38591 76868 
2. SERVICE 0 0 0 
3. TOTAL 38277 38591 76868 
Ill. ELECTORS WHO VOTED 
1. GENERAL 25890 12639 38529 
2. POSTAL 0 0 0 
3. TOTAL 25890 12639 38529 
IV. VOTES 
1. POLLED 38529 (50.12% of Total Electors) 
2. VALID 37586 
3. REJECTED 943 ( 2.45% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 73 AVERAGE ELECTORS PER POLLING STATION : 1052 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : RCI TRILOCHAN MAL 14883 
Runner up : IND ASIT KUMAR MAL 6894 
MARGIN : 7989 ( 21.26% of Total Valid Votes ) 
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CONSTITUENCY : 293 - NALHATI 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 35550 35148 70698 
2. SERVICE 0 0 0 
3. TOTAL 35550 35148 70698 
Il. ELECTORS WHO VOTED 
1. GENERAL 23587 10518 34105 
2. POSTAL 0 0 0 
3. TOTAL 23587 10518 34105 
IV. VOTES 
1. POLLED 34105 ( 48.24% of Total Electors) 
2. VALID 33387 
3. REJECTED 718 ( 2.11% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 74 AVERAGE ELECTORS PER POLLING STATION : 955 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : FBL BHABAUI PRASAD CHATTOPADYAY 17202 
Runner up : INC ABHOY CHARAN DAS 7188 
MARGIN : 10014 ( 29.99% of Total Valid Votes ) 
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CONSTITUENCY : 294 - MURARAITI 




















MALE FEMALE TOTAL 
I. CANDIDATES 
1. NOMINATED 
2. REJECTED 
3. WITHDRAWN 
4. CONTESTED 
5. FORFEITED DEPOSIT 
II. ELECTORS 
1. GENERAL 36508 37687 74195 
2. SERVICE 0 0 0 
3. TOTAL 36508 37687 74195 
Il. ELECTORS WHO VOTED 
1. GENERAL 27966 21614 49580 
2. POSTAL 0 0 0 
3. TOTAL 27966 21614 49580 
IV. VOTES 
1. POLLED 49580 ( 66.82% of Total Electors) 
2. VALID 48244 
3. REJECTED 1336 ( 2.69% of Total Votes Polled) 
4. MISSING 0 
5. TENDERED 0 
V. POLLING STATIONS 
NUMBER : 79 AVERAGE ELECTORS PER POLLING STATION : 939 
VI. DATES 
POLLING COUNTING DECLARATION OF RESULT 
06-10-1977 
VII. RESULT 
PARTY CANDIDATE VOTES 
Winner : INC MOTAHAR HOSSAIN 24429 
Runner up : CPM BAZLE AHAMMAD 16755 
MARGIN : 7674 (15.91% of Total Valid Votes ) 
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DETAILED RESULTS 


No. CANDIDATE SEX PARTY VOTES % 
Constituency : 1- MEKLIGANJ (SC) 
1. SADA KANT ROY M FBL 21339 45.30% 
2. MADHUSUDAN ROY M INC 12622 26.80% 
3. PRANHARI SINGHA SARKER M JNP 8901 18.90% 
4. SUBHASH CHANDRA MAITRA M IND 2578 5.47% 
5. KANAILAL MALLICK M SUC 1661 3.53% 


ELECTORS : ELECTORS: 92611 1 VOTERS : }VOTERS : 47925 | IPOLL PERCENTAGE : 51.75% | PERCENTAGE : 51.75% VALID VOTES : 47101 


Constituency : 2. SITALKUCHI (SC) 





1. SUDHIR PRAMANIK M CPM 23696 56.38% 
2. BIRENDRA NATH ROY M_ INC 10092 24.01% 
3. BHABENDRA NATH BARMAN M_ JNP 7243 17.23% 
4. GIRINDRA NATH BARMAN M_ IND 506 1.20% 
5. JATINDRA NATH ROY M_ IND 493 1.17% 


ELECTORS: 78557. 78557 }VOTERS : 42787 | 42787 IPOLL PERCENTAGE : 54.47% | PERCENTAGE : 54.47% VALID }VALID VOTES: 42030] }VALID VOTES: 42030] 


Constituency : 3. MATHABHANGA (SC) 


1. DINESH CHANDRA DAKUA M CPM 22493 50.88% 
2. PRATAP SINGHA M _— INC 8758 19.81% 
3. MURARI MOHAN PATOWARY M_ IND 8127 18.38% 
4. MADHUSUDON SARKAR M_ IND 4827 10.92% 


ELECTORS: 74259 74259 }VOTERS : 45164 | 45164 IPOLL PERCENTAGE : 60.82% | PERCENTAGE : 60.82% VALID }VALID VOTES: 44205 | }VALID VOTES: 44205 | 


Constituency : 4. COOCH BEHAR NORTH 


1. APARAJITA GOPPI F FBL 32792 63.07% 
2. BIMAL CHANDRA DHAR M INC 8592 16.53% 
3. ARUN KUMAR BHATTACHARJYA M_ JNP 5419 10.42% 
4. SHYAMAL KUMAR CHOUDHURY M_ IND 3008 5.79% 
5. DEBI PROSAD NEOGI M~ CPI 1685 3.24% 
6. HARIDAS GUHA M_ IND 417 0.80% 
7. SAMAR DE M_ IND 78 0.15% 


ELECTORS: 89775 89775 }VOTERS : 52808 | 52808 POLL PERCENTAGE : 58.82% VALID VOTES : 51991 


Constituency : 5. COOCH BEHAR WEST 





1. BIMAL KANTI BASU M_ FBL 33595 66.18% 
2. MAQSUDAR RAHMAN M INC 11427 22.51% 
3. GANESH CHANDRA KARMAKAR M _ JNP 5553 10.94% 
4. RAJAT KUMAR CHAKRAVARTY M_ IND 190 0.37% 


ELECTORS : ELECTORS: 90396 | }VOTERS: 51602 | 51602 IPOLL PERCENTAGE : 57.08% | PERCENTAGE : 57.08% VALID }VALID VOTES: 50765 | }VALID VOTES: 50765 | 


Constituency : 6- SITAI 





1. DIPAK SEN GUPTA M~ FBL 33405 62.38% 
2. SUSHIL ROY SARKAR M_— INC 12544 23.42% 
3. AFSAR AHMED JNP 7601 14.19% 


ELECTORS: 90913 | 90913 }VOTERS : 54498 | 54498 IPOLL PERCENTAGE : 59.95% | PERCENTAGE : 59.95% VALID |VALID VOTES: 53550 |VALID VOTES: 53550 3550 


Constituency : 7-DINHATA 
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No. CANDIDATE SEX PARTY VOTES % 


1. KAMAL KANTI GUHA M_ FBL 33660 56.32% 
2. ALOK KUMAR NANDI M INC 12443 20.82% 
3. SADHAN BASU M_ JNP 6912 11.57% 
4. GOGESH CHANDRA SARKAR M_ IND 6751 11.30% 


ELECTORS : ELECTORS: 97426 VOTERS : }VOTERS : 60926 | IPOLL PERCENTAGE : 62.54% | PERCENTAGE : 62.54% VALID /VALID VOTES: 59766 | /VALID VOTES: 59766 | 


Constituency : 8. NATABARI 
1. SIBENDRA NARAYAN CHOWDHURY M CPM 26300 51.67% 
2. SANTOSH KUMAR ROY M INC 12486 24.53% 
3. JATINDRA NATH SINGHA SARKAR M IND 8666 17.03% 
4. PRABHAT KUMAR BASU M JNP 3444 6.77% 
Constituency : 9. TUFANGANJ (SC) 
1. MANINDRA NATH BARMA M CPM 28572 59.09% 
2. SURENDRA NARAYAN ROY KUNGAR M JNP 11361 23.50% 
3. MAHESH CHANDRA BARMA M INC 8418 17.41% 


ELECTORS : 75527 VOTERS : 49228 POLL PERCENTAGE : 65.18% VALID VOTES : 48351 





Constituency : 10- KUMARGRAM (ST) 
1. JOHN ARTHER BAXLA M RSP 22882 53.75% 
2. KONDA BHAGAT M INC 15543 36.51% 
3. NARANARAYAN NARJINARY M JNP 3807 8.94% 
4. DEGENDRA NATH DAS M IND 337 0.79% 


ELECTORS: 73989 73989 VOTERS : }VOTERS : 43937 IPOLL PERCENTAGE : 59.38% | PERCENTAGE : 59.38% VALID }VALID VOTES: 42569 | }VALID VOTES: 42569 | 





Constituency : 


11- KALCHINI (ST) 


1, MANOHAR TIRKEY 
2. DENISH LAKRA 

3. 
4. 


KHUDIRAM PAHAN 
PHILIP MINJ 


SEES 


RSP 
INC 
IND 
JNP 


21119 
7153 
5463 
2372 


57.53% 
21.12% 
14.88% 

6.46% 


ELECTORS: 68885 68885 }VOTERS : 38400 | 38400 IPOLL PERCENTAGE : 55.75% | PERCENTAGE : 55.75% VALID !VALID VOTES: 36707] !VALID VOTES: 36707] 





Constituency : 
1. 


2: 
3. 


12. ALIPURDUARS 
NANI BHATTACHARYA 
NARAYAN BHATTACHARYA 
PIJUSH KANTI MUKHERJEE 


M 
M 


RSP 
INC 
JNP 


35635 
12163 
8808 


62.95% 
21.49% 
15.56% 


ELECTORS: 92844 92844 }VOTERS : 57644 | 57644 IPOLL PERCENTAGE : 62.09% | PERCENTAGE : 62.09% VALID }VALID VOTES: 56606 | }VALID VOTES: 56606 | 


Constituency : 
1, 


2. 
3. 


13. FALAKATA (SC) 
JOGENDRA NATH SINGH ROY 
GAJENDRA NATH BARMAN 
JUGAL KISHORE ROYBIR 


M 
M 


CPM 


INC 
JNP 


20520 
12707 
12155 


45.22% 
28.00% 
26.78% 


ELECTORS: 76157 | 76157 }VOTERS : 46520 | 46520 IPOLL PERCENTAGE : 61.08% | PERCENTAGE : 61.08% VALID }VALID VOTES: 45382 | }VALID VOTES: 45382 | 


Constituency : 


an WN & 


14. MADARIHAT (ST) 
A. H. BESTERWITCH 
DHIRENDRA NARJINARY 
SAUN LAKRA 
PABAN KUMAR ROY 
AJOY KUMAR BASUMATA 


SEEEE 


RSP 
INC 
JNP 
IND 
IND 


18037 
10299 
7114 
398 
123 


50.14% 
28.63% 
19.78% 
1.11% 
0.34% 
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ELECTORS : 69252 VOTERS : 37395 POLL PERCENTAGE : 54.00% VALID VOTES : 35971 
Constituency : 15. DHUPGURI (SC) 





1. BANAMALI ROY M CPM 10870 30.37% 
2. JAGADANANDA ROY M INC 8894 24.85% 
3. HIRALAL SINGHA M _ JNP 6146 17.17% 
4. JAJNESWAR ROY M IND 4738 13.24% 
5. GUNODHAR BARMA M_ IND 3381 9.45% 
6. KESHAB CHANDRA CHOUDHURY M_ IND 1527 4.27% 
7. HARIPADA ROY M_ IND 142 0.40% 
8. SATISH CHANDRA ROY M_ IND 94 0.26% 





ELECTORS : 69823 VOTERS : 36502 POLL PERCENTAGE : 52.28% VALID VOTES : 35792 
Constituency : 16- NAGRAKATA (ST) 


1. PUNAI ORAON M CPM 21408 48.48% 
2. HEMRAJ BHAGAT M_ INC 10510 23.80% 
3. BUDHRAM MAHALI M_ JNP 8932 20.23% 
4. GANGARAM ORAON M_ IND 3308 7.49% 


ELECTORS : 87777 VOTERS : 46250 POLL PERCENTAGE : 52.69% VALID VOTES : 44158 
Constituency : 17. MAINAGURI (SC) 





1. TARAK BANDHU ROY M_ RSP 14376 35.97% 
2. BHABENDRA NATH ROY HAKIM M _ JNP 11017 27.57% 
3. MRIDULENDRA DEB RAIKUT M INC 9228 23.09% 
4, MATILAL ROY M_ IND 2073 5.19% 
5. HARISH CHANDRA MONDAL M_ IND 1858 4.65% 
6. BARMADEB DAS M_ IND 1164 2.91% 
7. SADANANDA BAIDYA M_ IND 248 0.62% 


ELECTORS : 78233 VOTERS : 40915 POLL PERCENTAGE : 52.30% VALID VOTES : 39964 


Constituency : 18. MAL (ST) 


1. MOHAN LAL ORAON M CPM 17099 42.97% 
2. ANTANI TOPNO M INC 9314 23.40% 
3. BIRENDRA NATH KATHAM M_ JNP 6530 16.41% 
4, PREM ORAON M~ CPI 4816 12.10% 
5. GYAN PROKAS TETE M_ IND 2038 5.12% 


ELECTORS : 74589 VOTERS : 41763 POLL PERCENTAGE : 55.99% VALID VOTES : 39797 
Constituency : 19. KRANTI 


1. PARIMAL MITRA M CPM 13940 33.79% 
2. ABDUL HASNAT MOHAMMED ABU SALEQUE M_— INC 11865 28.76% 
3. RABINDRA NATH SIKDAR M _ JNP 5894 14.29% 
4. RADHA BALLAV SAHA M~ CPI 4159 10.08% 
5. PANCHANAN MALLIK M_ IND 4012 9.73% 
6. SUDHANGSHU BHUSHAN DAS GUPTA M_ IND 959 2.32% 
7. BHAWANI PAUL M_ IND 387 0.94% 
8. ANIL GUAHA NEOGI M_ IND 37 0.09% 





ELECTORS : 76095 VOTERS : 42339 POLL PERCENTAGE : 55.64% VALID VOTES : 41253 


Constituency : 20. JALPAIGURI 
1, NIRMAL KUMAR BOSE M FBL 16949 38.46% 
2. DEVENDRA MOHAN SARKAR M JNP 10607 24.07% 
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No. CANDIDATE SEX PARTY VOTES % 
3. SAROJIT KUMAR BAGCHI M INC 8934 20.27% 
4. DILIP BHATTACHARYYA M_ SUC 2040 4.63% 
5. MONOHAR CHANDRA SARKAR M_ IND 1883 4.27% 
6. PROSANTA KUMAR SINHA M_ IND 1672 3.79% 
7. HARI SARKAR M_ IND 809 1.84% 
8. SATYANDRA MOHAN BAGCHI M_ IND 472 1.07% 
9. SOMBHU NATH MUKHERJEE M_ IND 351 0.80% 

10. JABOR MOHATO M IND 306 0.69% 

11. PARESH CHANDRA GUHA ROY M_ IND 51 0.12% 








ELECTORS : 84079 VOTERS : 44873 POLL PERCENTAGE : 53.37% VALID VOTES : 44074 
Constituency : 21-RAJGANJ (SC) 





1. DHIRENDRA NATH ROY M CPM 19195 49.81% 
2. MONOMOHAN ROY M_ JNP 11866 30.79% 
3. MANULAL SINGH ROY M INC 5353 13.89% 
4. BIRENDRA DAS M_ IND 1963 5.09% 
5. KIRAN CHANDRA ROY M_ IND 162 0.42% 


ELECTORS : 76242 VOTERS : 39360 POLL PERCENTAGE : 51.63% VALID VOTES : 38539 


Constituency : 22. KALIMPONG 





1. SUBHA RENULEENA F IND 13983 42.68% 
2. GURUNG GAJENDRA M_ INC 9045 27.61% 
3. PRADHAN SANTOSH M _ JNP 4746 14.49% 
4. RAMSHANKAR PRASAD M CPM 4567 13.94% 
5. KHAGENDRA SONGPANGBAY M_ IND 418 1.28% 


ELECTORS : 70780 VOTERS : 33646 POLL PERCENTAGE : 47.54% VALID VOTES : 32759 


Constituency : 23-DARJEELING 








1. DEO PRAKASH RAI MIND 12607 31.75% 
2. SANGDOPAL LEPCHA M CPM 8414 21.19% 
3. MADAN KUMAR THAPA M_ IND 5311 13.38% 
4. P.P.RAI M_— INC 5235 13.18% 
5. KHALING NIRMAL CHANDRA M _ JNP 4876 12.28% 
6. NANDALAL GURUNG M_ IND 1952 4.92% 
7. DALBAHADUR SINGH GAHATRAJ M_ IND 590 1.49% 
8. SANTOSH KUMAR GURUNG M — IGL 383 0.96% 
9. SUBHASH GHISING M_ IND 269 0.68% 
10. MADAN KUMAR RAI M_ IND 68 0.17% 


ELECTORS : 91260 VOTERS : 40951 POLL PERCENTAGE : 44.87% VALID VOTES : 39705 
Constituency : 24. KURSEONG 








1. DAWA NORBULA M_— INC 11941 27.57% 
2. ANAND PATHAK M CPM 10390 23.99% 
3. PRITHWI RAJ GIRI M IND 8117 18.74% 
4. PREM THAPA M_ JNP 6663 15.38% 
5. ANTA NARAYAN PRADHAN M_ IND 2924 6.75% 
6. P.B. GURUNG M IND 2649 6.12% 
7. AMAR PROKASH DIMMAL M — IGL 427 0.99% 
8. BIR BAHADUR LOHAR MIND 204 0.47% 


ELECTORS : 84686 VOTERS : 44336 POLL PERCENTAGE : 52.35% VALID VOTES : 43315 
Constituency : 25. SILIGURI 
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No. 


ComMmrnNn DWN FW NY 


= = 
re Oo 


12 


ELECTORS : 152071 VOTERS : 55535 


Constituency : 


1 
2 
3 
4 


ELECTORS : 98127 VOTERS : 51155 





CANDIDATE SEX PARTY VOTES % 
BIREN BOSE M CPM 25094 45.97% 
ARUN KUMAR MOITRA M _— INC 15590 28.56% 
RABI PAL CHOUDHURY M_ JNP 8052 14.75% 
GOBINDA CHATTERJEE M_ IND 3107 5.69% 
PRAHLAD CHETTRI M_ IND 849 1.56% 
KEDAR NATH PRASAD M_ IND 560 1.03% 
MONDAL THAKURDAS M_ IND 323 0.59% 
RANENDRA NATH BARMA M_ IND 237 0.43% 
. BHATTACHARJEE BIRAJA MOHAN M_ IND 217 0.40% 
. DHAN SINGH (LAMA ) TAMANG M_ IND 210 0.38% 
. BHARATRAJ GURUNG M_ IND 196 0.36% 

SANTANU CHAKRABORTY M_ IND 155 0.28% 





26- PHANSIDEWA (ST) 


. PATRAS MINZ M CPM 20819 41.90% 
. CHACKO TARESA SORENG F JNP 13354 26.87% 
ISWAR CHANDRA TIRKEY M_— INC 11969 24.09% 
BESRA RAMESH M~ CPI 3550 7.14% 


POLL PERCENTAGE : 52.13% VALID VOTES : 49692 


Constituency : 27. CHOPRA 
1. MOHA BACHCHA MUNSI M CPM 16188 42.37% 
2. NARAYAN CHANDRA SINHA M IND 7319 19.16% 
3. CHAUDHARY KAISER M JNP 5449 14.26% 
4. MD. JALALUDDIN M INC 3839 10.05% 
5. NARUL ISLAM M CPI 3117 8.16% 
6. NAFIZ NURUL ISLAM M IND 2025 5.30% 
7. QUASIM ALI M IND 268 0.70% 

Constituency : 28-ISLAMPUR 
1. CHOWDHARY ABDUL KARIM M IND 16072 42.37% 
2. GOUTAM GUPTA M IND 6755 17.81% 
3. NIZAMUDDIN M INC 5398 14.23% 
4. ADHIR KUMAR CHATTERJEE M FBL 4814 12.69% 
5. ISHAHAQUE M IND 3109 8.20% 
6. MUZAFFER HUSSAIN M JNP 1784 4.70% 


ELECTORS : 71049 VOTERS : 38728 


POLL PERCENTAGE : 50.26% VALID VOTES : 37932 





Constituency : 


Oo ONAN HDN BW NY 


a 
So 


29. GOALPOKHAR 





RAMJAN ALI M_ IND 14363 38.44% 
PURAN CHAND MEHESWARI M_ IND 3667 9.81% 
NANI GOPAL BISWAS M_ IND 3143 8.41% 
MD. NAZIR AHSEN M_ IND 3080 8.24% 
BABURAM SARDAR M_ IND 2984 7.99% 
SHEIKH SHARAFAT HUSSAIN M INC 2337 6.25% 
MD. SALIMUDDIN M _ JNP 2290 6.13% 
FAZIR MOHAMMAD M~ FBL 954 2.55% 
ATIUR RAHAMAN M_ IND 7716 2.08% 
GOLAM MOHIUDDIN M_ IND 667 1.78% 
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No. CANDIDATE SEX PARTY VOTES % 

11. NAZIR AHMED M_ IND 638 1.71% 
12. AHRAR BURQUE M_ IND 557 1.49% 
13. MD. QURBAN ALI M_ IND 522 1.40% 
14. ISMAIL M_ IND 441 1.18% 
15. HARI PRASAD GHOSE M_ IND 411 1.10% 
16. NURUL HUDA M_ IND 270 0.72% 
17. ENAMUL HAQUE M_ IND 267 0.71% 





ELECTORS : ELECTORS: 83333. VOTERS : }VOTERS : 38332 | POLL PERCENTAGE : 46.00% VALID VOTES : 37367 


Constituency : 30-KARANDIGHI 





1. HAJISAJJAD HUSSAIN M_— INC 14041 37.34% 
2. AMAREN IRANATH SINHA M_ JNP 10402 27.67% 
3. SURESH CHANDRA SINHA M~ FBL 6113 16.26% 
4. SAMAR MUKHERJEE M_ IND 4229 11.25% 
5. MIR NOOR ISLAM M_ IND 2092 5.56% 
6. JIBENDRA ROY M_ IND 722 1.92% 


ELECTORS: 77138 | 77138 }VOTERS : 38540 | 38540 POLL PERCENTAGE : 49. IPOLL PERCENTAGE : 49.96% | VALID }VALID VOTES: 37599 | }VALID VOTES: 37599 | 


Constituency : 31-RAIGANJ (SC) 





1. KHAGENDRA NATH SINHA M CPM 19264 42.80% 
2. MEHENDRANATH BARMAN M _— JNP 13432 29.84% 
3. MANINDRANATH ROY INC 12316 27.36% 


ELECTORS: 87038 | 87038 }VOTERS : 45743. | 45743 IPOLL PERCENTAGE : 52.56% | PERCENTAGE : 52.56% VALID }VALID VOTES: 45012 | }VALID VOTES: 45012 | 


Constituency : 32-KALIAGANJ (SC) 


1. NABA KUMAR ROY M_ INC 15777 39.08% 
2. NANI GOPAL ROY M CPM 15227 37.72% 
3. JATINDRANATH PRAMANIK M _ JNP 9154 22.68% 
4. HEMANTA KUMAR ROY MIND 208 0.52% 


ELECTORS: 77744 71744 }VOTERS : 41045 | 41045 IPOLL PERCENTAGE : 52.80% | PERCENTAGE : 52.80% VALID }VALID VOTES: 40366 | }VALID VOTES: 40366 | 


Constituency : 33. KUSHMANDI (SC) 


1. DHIRENDRA NATH SARKAR M INC 17915 44.20% 
2. JOGENDRA NATH ROY M_ RSP 14908 36.78% 
3. AKSHOY KUMAR ADHIKARY M_ JNP 6507 16.05% 
4. ANATH BANDHU ROY M_ IND 1204 2.97% 


ELECTORS: 82720 82720 }VOTERS : 41331 41331 IPOLL PERCENTAGE : 49.96% | PERCENTAGE : 49.96% VALID !VALID VOTES: 40534 | !VALID VOTES: 40534 | 


Constituency : 34.ITAHAR 


1. ZAIMAL ABEDIN M_ INC 26747 51.85% 
2. SALIL KUMAR GUHA M CPM 16384 31.76% 
3. ABDUL LATIF M_ JNP 6598 12.79% 
4. DOST MOHAMMAD MIND 789 1.53% 
5. JITENDRA NATH SARKAR M IND 753 1.46% 
6. MOSLEMUDDIN M_ IND 310 0.60% 


ELECTORS: 80573 80573 }VOTERS : 52533 | 52533 IPOLL PERCENTAGE : 65.20% | PERCENTAGE : 65.20% VALID }VALID VOTES: 51581] }VALID VOTES: 51581] 


Constituency : 35. GANGARAMPUR 


1. AHINDRA SARKAR M CPM 18623 35.67% 
2. MOSLEHUDDIN AHMED M_ INC 15548 29.78% 
3. JAGANNATH PANDEY M~ CPI 8167 15.64% 
4. BIPLAD KUMAR MITRA M_ IND 5013 9.60% 
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No. CANDIDATE SEX PARTY VOTES % 

5. AMULAY PROSAD CHOUDHURI JNP 4865 9.32% 
ELECTORS : 86102 VOTERS : 53209 POLL PERCENTAGE : 61.80% VALID VOTES : 52216 
Constituency : 36-TAPAN (ST) 

1, NATHENIEL MURMU M RSP 32660 62.83% 

2. SEBASTIAM TUDU M INC 13258 25.50% 

3. HAKAI MARDI M JNP 5836 11.23% 

4. ALPHASE KERKETA M IND 228 0.44% 


ELECTORS : 81599 VOTERS : 52849 


POLL PERCENTAGE : 64.77% VALID VOTES : 51982 





Constituency : 37. KUMARGANJ 
1. JAMINI KISORE MOJUMDAR M CPM 25123 41.99% 
2. KHALIL SAYED M INC 19912 33.28% 
3. MAHARAJA BOSE M JNP 14490 24.22% 
4. MIA LOKSER ALI M IND 309 0.52% 


ELECTORS : 87224 VOTERS : 60709 


POLL PERCENTAGE : 69.60% VALID VOTES : 59834 





Constituency : 38. BALURGHAT 
1, BISWANATH CHOUDHAURI M RSP 29292 53.21% 
2. JYOTISWAR SARKAR M INC 13203 23.98% 
3. BISWA RANJAN SENGUPTA M JNP 12307 22.36% 
4. NARESH CHANDRA MAHATO M IND 248 0.45% 


72.17% 


ELECTORS : 771226 VOTERS : 55736 POLL PERCENTAGE : VALID VOTES : 55050 





Constituency : 39. HABIBPUR (ST) 
1. MURMU SARKAR M CPM 16509 45.18% 
2. BOBILA MURMU M JNP 8241 22.56% 
3. JOSEPH TUDU M INC 5830 15.96% 
4. SANKAR MURMU M CPI 5047 13.81% 
5. GOPINATH SOREN M IND 910 2.49% 


79668 VOTERS : 37228 


ELECTORS : 


POLL PERCENTAGE : 46.73% VALID VOTES : 36537 





Constituency : 40-GAJOL (ST) 
1. SUFAL MURMU M CPM 20526 52.55% 
2. SHYAM MURMU M JNP 12056 30.87% 
3. BENJAMIN HEMBRAM M INC 5118 13.10% 
4. LAL TUDU M IND 1360 3.48% 
Constituency : 41. KHARBA 
1. GOLAM YAZDANI M IND 24564 44.61% 
2. MAHABUBUL HAQUE M INC 14779 26.84% 
3. NIZAMUDDIN CHOUDHURY M JNP 7556 13.72% 
4. NAJIMUL HAQUE M CPM 6015 10.92% 
5. DHARMA DEB MONDAL M IND 2075 3.77% 
6. ALIJAN MIA M IND 69 0.13% 


ELECTORS : 81841 VOTERS : 55848 POLL PERCENTAGE : 68.24% VALID VOTES : 55058 





Constituency : 42. HARISHCHANDRAPUR 
1. BIRENDRA KUMAR MAITRA M INP 24883 44.89% 
2. MOHAMMAD ELIAS RAZI M_ WPI 22194 40.04% 
3. GAUTAM CHAKRAVARTTY M_ INC 7803 14.08% 
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No. CANDIDATE SEX PARTY VOTES % 


4. MANINDRA NATH DAS M_ IND 546 0.99% 


ELECTORS : 85451 VOTERS : 56343 POLL PERCENTAGE : 65.94% VALID VOTES : 55426 
Constituency : 43.RATUA 





1. MOHAMMAD ALI M CPM 17648 45.31% 
2. NIREN CHANDRA SINHA M_ INC 13808 35.45% 
3. MD. ABDUL MANNAN M _ JNP 5693 14.62% 
4. DWARIK NATH SAHA M _ IND 809 2.08% 
5. ORAON BIRSARAM NONDAL M_ IND 483 1.24% 
6. MOHAMMAD NABED ALI M_ IND 289 0.74% 
7, JAGANNATH PROSAD SAHA M_ IND 158 0.41% 
8. HARERAM SINGHA M_ IND 60 0.15% 








ELECTORS : TIAIT VOTERS : 39686 POLL PERCENTAGE : 51.26% VALID VOTES : 38948 


Constituency : 44. ARAIDANGA 


1. HABIB MUSTAFA M CPM 19070 47.15% 
2. MD. GOFURUR RAHAMAN M_— INC 17473 43.20% 
3. PRATUL CHANDRA JHA M_ JNP 3468 8.57% 
4. JITENDRA NATH KUMAR M_ IND 437 1.08% 


ELECTORS : 73809 VOTERS : 41183 POLL PERCENTAGE : 55.80% VALID VOTES : 40448 
Constituency : 45-MALDA (SC) 


1. SUBHENDU CHOUDHURY M CPM 14893 39.51% 
2. BALARAM SAHA M_ JNP 8179 21.70% 
3. ANIL SARKAR M INC 7519 19.95% 
4. ABHIRAM SARKAR M~ CPI 4102 10.88% 
5. BASUDEB PAL M_ IND 1111 2.95% 
6. SHIBNPUJAN CHOUDHURY M_ IND 668 1.77% 
7, RAMCHANDRA HALDAR M_ IND 433 1.15% 
8. NILKAMAL SARKAR M_ IND 419 1.11% 
9. BIIOY KUMAR ROY MIND 277 0.73% 
10. SUBODH KUMAR MONDAL M_ IND 91 0.24% 





ELECTORS : 67944 VOTERS : 38396 POLL PERCENTAGE : 56.51% | | VALID VOTES: 37692 
Constituency : 46- ENGLISHBAZAR 





1. SAILEN SARKAR M CPM 13851 31.56% 
2. HARI PRASANNA MISRA M_ JNP 13601 30.99% 
3. BIMAL DAS M~ CPI 7993 18.21% 
4. ASIT BASU M_ INC 4988 11.37% 
5. MANNAN SHEIKH M_ IND 2853 6.50% 
6. SHAIKH AYUB M_ IND 231 0.53% 
7. ARUN MONDAL M_ IND 149 0.34% 
8. NARENDRA NATH MONDAL M_ IND 125 0.28% 
9. MADAN MOHAN CHOUDHURY M_ IND 97 0.22% 





ELECTORS : 84984 VOTERS : 44706 POLL PERCENTAGE : 52.61% VALID VOTES : 43888 


Constituency : 47. MANIKCHAK 


1. SUBODH CHOUDHURY M CPM 16414 36.25% 
2. JCKHILAL MONDAL M _— INC 16280 35.95% 
3. DURGA SEN M~ CPI 7186 15.87% 
4. ANANDA MOHAN DE M_ JNP 4155 9.18% 
5. TAFAZUL ALI M_ IND 518 1.14% 
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No. CANDIDATE SEX PARTY VOTES % 
6. SUBODH KUMAR MISRA M_ IND 499 1.10% 
7. SHYAMALENDU GHOSH IND 229 0.51% 


ELECTORS : ELECTORS: 78297 |VOTERS : 46274 46274 IPOLL PERCENTAGE : 59.10% | PERCENTAGE : 59.10% VALID }VALID VOTES: 45281 | }VALID VOTES: 45281 | 


Constituency : 48.SUZAPUR 





1. ABUL BARKAT ATAUL GHANI KHAN CHOWDHURY M INC 43569 75.22% 
2. HABIBUR M CPM 9821 16.96% 
3. AZIMUL ISLAM JNP 4530 7.82% 


ELECTORS: 82839 82839 }VOTERS : 58679 | 58679 IPOLL PERCENTAGE : 70.83% | PERCENTAGE : 70.83% VALID }VALID VOTES: 57920] }VALID VOTES: 57920] 





Constituency : 49. KALIACHAK 
1. SAMSUDDIN AHMMAD M INC 29069 45.23% 
2. PROMODE RANJAN BASU M JNP 28423 44.22% 
3. DOUD HOSSAIN CPM 6781 10.55% 


ELECTORS: 89030 | 89030 }VOTERS : 65290 | 65290 IPOLL PERCENTAGE : 73.33% | PERCENTAGE : 73.33% VALID }VALID VOTES: 64273 | }VALID VOTES: 64273 | 





Constituency : 


ELECTORS : 73757 


NY DAU fF WN 


50- FARAKKA 


ABUL HASNAT KHAN 
JERAR ALI 

WAZED ALI 
JAGANNATH GUPTA 


. WOBAIDUR RAHAMAN 


TOFAIL HOSSAIN SYED 
ISRAIL 


VOTERS : 41302 


ZSEEEEEE 


CPM 
IND 
INC 
IND 
IND 
JNP 
MUL 


POLL PERCENTAGE : 56.00% 


14836 
11242 
7152 
2963 
2394 
968 
190 


36.77% 
27.86% 
19.21% 
7.34% 
5.93% 
2.40% 
0.47% 


VALID VOTES : 40345 





Constituency : 


A Ed I 


51- AURANGABAD 
LUTFAL HAQUE 
SOHIDUL ALAM 
HOSSAIN ALI 
BINOY BHUSAN SARKAR 
MAMUD KHAN 
MD. SHAJAHAN 
SK. YEAD ALI 
ABDUS SUKUR BISWAS 


SEEZEESERESE 





22675 
17361 
3207 
3047 
1186 
1013 
994 
77 


45.75% 
35.03% 
6.47% 
6.15% 
2.39% 
2.04% 
2.01% 
0.16% 


ELECTORS: 77311 77311 }VOTERS : 50630 | 50630 IPOLL PERCENTAGE : 65.49% | PERCENTAGE : 65.49% VALID /VALID VOTES: 49560 | /VALID VOTES: 49560 | 


Constituency : 


SONOS 


52. SUTI 
MD. SOHORAB 
SHISH MOHAMMAD 
ANIL KUMAR DAS 
UMAPATI MANDAL 
ASRAFUDDIN BISWAS 


ZSEEEE 


INC 
RSP 
JNP 
IND 
IND 


18442 
16304 
14806 
5060 
194 


33.65% 
29.75% 
27.02% 
9.23% 
0.35% 


ELECTORS: 79146 | 79146 |VOTERS : 55872 | 55872 IPOLL PERCENTAGE : 70.59% | PERCENTAGE : 70.59% VALID /VALID VOTES: 54806 | /VALID VOTES: 54806 | 


Constituency : 


NH un BW ND 


53 - SAGARDIGHI (SC) 
HAZARI BISWAS 
ATUL CHANDRA SARKAR 
JOY CHAND DAS 
RAMENDRA BISWAS 
ASWINI KUMAR MAHALDAR 
DWIJAPADA SARKAR 


ZSEEEESE 


CPM 
INC 
IND 
JNP 
IND 
IND 


11394 


10477 


5435 


3716 


895 


126 


35.56% 
32.70% 
16.96% 
11.60% 
2.79% 
0.39% 
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No. CANDIDATE SEX PARTY VOTES % 


ELECTORS : 72678 VOTERS : 32708 POLL PERCENTAGE : 45.00% VALID VOTES : 32043 
Constituency : 54. JANGIPUR 





1. HABIBUR RAHAMAN M_— INC 21395 42.14% 
2. ACHINTYA SINGHA M_ SUC 11850 23.34% 
3. ASHRAF HOSSAIN M_ IND 8964 17.66% 
4. MRINMOY BAGCHI M_ RSP 3740 7.37% 
5. ANISUR RAHAMAN M_ JNP 2447 4.82% 
6. T. A. NURAN NABI M_ IND 2245 4.42% 
7. MD. KAMALUDDIN M MUL 129 0.25% 





ELECTORS : 83878 VOTERS : 52095 POLL PERCENTAGE : 62.11% VALID VOTES : 50770 


Constituency : 55-LALGOLA 





1. ABDUS SATTAR M_— INC 31144 58.99% 
2. ZAINAL AABEDIN M CPM 9929 18.81% 
3. RANENDRA NARAYAN ROY M_ IND 5646 10.69% 
4. MD. SAMAUN M_ JNP 4975 9.42% 
5. AYESH MOHAMMAD M_ IND 669 1.27% 
6. BIPUL KUMAR SARKAR M_ IND 435 0.82% 


ELECTORS : 77883 VOTERS: _53972 POLL PERCENTAGE : _ 69.30% | [VALID VOTES: 52798 
Constituency : 56. BHAGABANGOLA 





1. KAZI HAFIZUR RAHAMAN M_ IND 14266 32.18% 
2. SHEIKH KAZIMUDDIN AHMAD M CPM 10245 23.11% 
3. SAILENDRA NATH ADHIKARY M_ JNP 8952 20.19% 
4. MOHAMMAD DEDAR BAKSH M_ INC 4544 10.25% 
5. PRASANTA KUMAR SAHA M SUC 4423 9.98% 
6. AMIRCHAND MANDAL M_ IND 1129 2.55% 
7. PRAN KUMAR DAS M_ IND 476 1.07% 
8. MANDAL RAHIM AMIN M MUL 296 0.67% 


ELECTORS : 74354 VOTERS : 45226 POLL PERCENTAGE : 60.83% VALID VOTES : 44331 
Constituency : 57.  NABAGRAM 





1. BIRENDRA NARAYAN RAY M CPM 29951 57.11% 
2. DURGAPADA SINHA M_ JNP 13659 26.04% 
3. BASUDEB NANDAL M _— INC 7556 14.41% 
4. CHITTA RANJAN MAJUMDAR M_ IND 629 1.20% 
5. T. A. NURAN NABI M_ IND 352 0.67% 
6. BAIDYA NATH MANDAL M_ IND 298 0.57% 


ELECTORS : 90599 VOTERS: 53241 POLL PERCENTAGE : 58.77% | [VALID VOTES: 52445 
Constituency : 58-MURSHIDABAD 











1. CHHAYA GHOSH F FBL 17524 37.01% 
2. SYED NAWAB JANI MEERZA M_ JNP 12960 27.37% 
3. MAHAMMAD EDRIS ALI M_ INC 10663 22.52% 
4. FAZLU RAHAMAN M_ IND 3156 6.67% 
5. NAKSHED ALI M_ IND 1201 2.54% 
6. PRAFULLA KUMAR BANERJEE M IND 748 1.58% 
7. SYED ABDUL QUASHEM MIA M MUL 531 1.12% 
8. AMARENDRA NATH MANDAL ( NANI BABU ) M_ IND 366 0.77% 
9. TARUN KANTI SARKAR M_ IND 194 0.41% 
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No. 


ELECTORS : 92152 


CANDIDATE 


VOTERS : 48096 POLL PERCENTAGE : 52.19% VALID VOTES : 47343 


SEX PARTY 


VOTES 


% 








Constituency : 59. JALANGI 
1. ATAHAR RAHAMAN M CPM 25159 42.65% 
2. RANJIT KUMAR HALDAR M IND 15898 26.95% 
3. A. K.M. MUSHA M JNP 8745 14.83% 
4. ABDUL BARI BISWAS M INC 7992 13.55% 
5. ARUN CHOWDHURY M IND 714 1.21% 
6. ABDUL RASHID MONDAL M MUL 480 0.81% 
Constituency : 60-DOMKAL 
1. MD. ABDUL BARI M CPM 33084 57.03% 
2. EKRAMUL HAQUE BISWAS M INC 18240 31.44% 
3. NAGENDRA NATH KUNDU M JNP 5827 10.04% 
4. JIBAN SULTAN KARIKAR M MUL 861 1.48% 


ELECTORS : 90863 VOTERS : 59041 


POLL PERCENTAGE : 64.98% 


VALID VOTES : 58012 





Constituency : 


NH Nn FF WN 


ELECTORS : 93502 


61- NAODA 
JAYANTA KUMAR BISWAS 


NASIRUDDIN KHAN 
MOHAMMED ISRAIL 
KASHI NATH DUTTA 
AMAR NATH BISWAS 


ABDUL RAHIM 


VOTERS : 65942 


RSP 
INC 
JNP 
IND 
IND 
MUL 


ZSEEEESE 


POLL PERCENTAGE : 70.52% 


33096 
20399 
8181 
1744 
1070 
302 


51.08% 
31.48% 
12.63% 
2.69% 
1.65% 
0.47% 


VALID VOTES : 64792 





Constituency : 


NYDN FW NY 


Constituency : 


Nn” BW NY 


ELECTORS : 102955 


62- HARIHARPARA 


SHAIKH IMAJUDDIN 
ABU RAIHAN BISWAS 


SARBANGA GANAI 


KAMALUDDIN MONDAL 
SHAIKH NAZRUL ISLAM 
KAFILUDDIN MONDAL 


ISIR KUMAR CHOU 


ELECTORS : 86161 


SUBRATA SAHA 


UMANATH SINHA 
PRAN RANJAN CHOWDHURY 





DHARY 


VOTERS : 56239 


63 - BERHAMPORE 
DEBABRATA BANDOPADHYAY 


SAMARENDRA NAG 
JANARDAN GHOSH 


VOTERS : 57560 


INC 
SUC 
JNP 
IND 
CPM 
MUL 
IND 


SEEEEES 





POLL PERCENTAGE : 65.27% 


RSP 
INC 
JNP 
IND 
IND 
IND 


SEEEEE 


POLL PERCENTAGE : 55.91% 


14964 
13267 
10897 
8720 
6453 
779 
189 


27.07% 
24.00% 
19.72% 
15.78% 
11.68% 

1.41% 

0.34% 


VALID VOTES : 55269 


34843 
14876 
4392 
964 
923 
798 


61.35% 
26.19% 
7.73% 
1.70% 
1.63% 
1.41% 


VALID VOTES : 56796 





Constituency : 


nk WN 


64. BELDANGA 
TIMIR BARAN BHADURY 


NURUL ISLAM CHOWDHURY 
ATAUR RAHAMAN KHUDA BUKNSH 


AOWLAD HOSSAIN 


JAINAL ABEDIN 


RSP 
INC 
JNP 
MUL 
SUC 


ZSEEEE 


31320 
19536 
13716 
1667 
1345 


46.34% 
28.91% 
20.29% 
2.47% 
1.99% 
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ELECTORS : 99119 VOTERS : 68636 POLL PERCENTAGE : 69.25% VALID VOTES : 67584 





Constituency : 


1 
2 
3. 
4 


ELECTORS : 94931 VOTERS : 59136 


65- KANDI 


. ATISH CHANDRA SINHA 
. JAGADISH SINHA 


SWETA CHANDRA 
ABDUL SUKUR 


ZSTEE 


INC 
JNP 
CPM 
MUL 


24518 
17728 
14698 

1167 


42.19% 
30.51% 
25.29% 

2.01% 


POLL PERCENTAGE : 62.29% VALID VOTES : 58111 





Constituency : 


1 
2 
3. 
4 


ELECTORS : 93563 VOTERS : 46620 


66 - KHARGRAM (SC) 


. DINABANDHU MAJHI 
. HARENDRA NATH HALDER 


SAMARENDRA KUMAR CHOWDHURY 
JITENDRA NATH MONDAL 


ZEEE 


CPM 
INC 
CPI 
IND 


23298 
11056 
6141 
5132 


51.06% 
24.23% 
13.46% 
11.25% 


POLL PERCENTAGE : 49.83% VALID VOTES : 45627 





Constituency : 


1 
2 
3. 
4 


ELECTORS : 95755 VOTERS : 41427 


Constituency : 


YAU fF WN 


ELECTORS : 88628 VOTERS : 40874 


67- BARWAN 


. AMALENDRA ROY 
. SUNIL MOHAN GHOSH MOULIK 


TAMIL KANTI DE 
DHIRENDRA NATH SARKAR 


68 - BHARATPUR 


SATYAPADA BHATTACHARYYA 
ABDUL MANNAN 

TARUN KUMAR BANERJEE 

K. K. SIDDIQUE 

ABHOY PADA SAHA 

KHO. LUTHFOR RAHAMAN 
HIRALAL DAS 


ZEEE 


SEEEEEE 


RSP 
INC 
JNP 
IND 


RSP 
IND 
INC 
IND 
JNP 
MUL 
IND 


POLL PERCENTAGE : 46.12% 


23004 
8221 
5666 
3874 


20743 
7542 
4559 
3309 
3097 

493 
418 


56.43% 
20.17% 
13.90% 

9.50% 


POLL PERCENTAGE : 43.26% VALID VOTES : 40765 


51.65% 
18.78% 
11.35% 
8.24% 
7.11% 
1.23% 
1.04% 


VALID VOTES : 40161 





Constituency : 


Nn BW NY 


ELECTORS : 77161 VOTERS : 56178 


69 - KARIMPUR 
SAMARENDRA NATH SANYAL 
ARABINDRA MANDAL 
NARESH NARAYAN BISWAS 
NALINAKSHA SANYAL 
SUDHANSU SEKHAR BISWAS 
MONDAL HAZI ABUZAR GHAFFARI 


SEEEESE 


CPM 
INC 
JNP 
IND 
IND 
MUL 


23905 
12147 
8769 
4208 
3348 
2757 


43.36% 
22.03% 
15.90% 
7.63% 
6.07% 
5.00% 


POLL PERCENTAGE : 72.81% VALID VOTES : 55134 





Constituency : 


CAN DN FWY 


\o 


70- PALASHIPARA 


MADHABENDU MOHANTA 
KARTIC CHANDRA BISWAS 
SUSHANTA KUMAR GHOSH 
SHAIKH KHODA BOX 
SUDHANGSU BISWAS 
HARAN CHANDRA BISWAS 
SURMAN ALI HALSANA 


. CHANDICHARAN DE 


BIJAY KUMAR DATTA 


ZSEEESEESEEE 


CPM 


Z 
) 





25912 
12151 
6382 
6352 
3319 
2447 
1745 
691 
167 


43.71% 
20.50% 
10.77% 
10.71% 
5.60% 
4.13% 
2.94% 
1.17% 
0.28% 
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No. CANDIDATE SEX PARTY VOTES % 


10. NARESH CHANDRA BAIDYA M_ IND 117 0.20% 


ELECTORS : 86934 VOTERS : 60447 POLL PERCENTAGE : 69.53% VALID VOTES : 59283 








Constituency : 1- NAKASHIPARA 
1. MIR FAKIR MOHAMMAD M CPM 17645 39.87% 
2. S.M. BADARUDDIN M JNP 6921 15.64% 
3. TOYADALI MONDAL M IND 6189 13.98% 
4. SANDHYA RANI ROY F IND 4498 10.16% 
5. NIL KAMAL SARKAR M INC 3068 6.93% 
6. MRITUNJOY SINGHA ROY M IND 2177 4.92% 
7. MRITYUNJOY DE M IND 2063 4.66% 
8. TARAKESWAR DAS M IND 929 2.10% 
9. GOBINDA CHANDRA MONDAL M MUL 572 1.29% 
10. LAKSHMAN MANDAL M IND 194 0.44% 





ELECTORS : ELECTORS: 74623 }VOTERS : 45271 | 45271 IPOLL PERCENTAGE : 60.67% | PERCENTAGE : 60.67% VALID }VALID VOTES: 44256 | }VALID VOTES: 44256 | 





Constituency : 72. KALIGANJ 
1. DEBSARAN GHOSH M_ RSP 21851 41.16% 
2. S.M. FAZLUR RAHMAN M_ JNP 18729 35.28% 
3. SHIB SANKAR BANDYOPADHYAY M_ INC 12188 22.96% 
4. MD. ISLAM MOLLA M MUL 320 0.60% 


ELECTORS: 75810 | 75810 VOTERS : }VOTERS : 53943 | POLL PERCENTAGE : 71. IPOLL PERCENTAGE : 71.16% | VALID }VALID VOTES: 53088 | }VALID VOTES: 53088 | 


Constituency : 73. CHAPRA 
1. SAHABUDDIN MONDAL M CPM 33207 60.46% 
2. KAZI SAFLUDDIN M JNP 13678 24.91% 
3. GHISAUDDIN AHMED INC 8035 14.63% 


ELECTORS: 76944 76944 }VOTERS : 56140 | 56140 IPOLL PERCENTAGE : 72.96% | PERCENTAGE : 72.96% VALID /VALID VOTES: 54920] /VALID VOTES: 54920] 


Constituency : 74. KRISHNAGANJ (SC) 
1. JNANENDRANATH BISWAS M CPM 23635 53.40% 
2. AMULYA KUMAR BISWAS M JNP 13131 29.67% 
3. BISWAS SRIMANGAL M INC 6497 14.68% 
4. RAMPADA MALLICK M IND 385 0.87% 
5. SUDHIR KUMAR PODDAR M IND 377 0.85% 
6. NIRMAL KANTI BISWAS M IND 235 0.53% 


ELECTORS: 68430. 68430 }VOTERS : 45064 | 45064 IPOLL PERCENTAGE : 65.85% | PERCENTAGE : 65.85% VALID /VALID VOTES: 44260 /VALID VOTES: 44260 


Constituency : 75. KRISHNAGAR EAST 
1. KASHIKANTA MAITRA M  JNP 20649 43.10% 
2. SADHAN CHTTOPADHDYAY M CPM 20445 42.68% 
3. RADHA RAMAN SAHA M_ INC 5062 10.57% 
4. HARAPRASAD MAHURI MIND 1750 3.65% 


ELECTORS: 81812 | 81812 |VOTERS : 48786 | 48786 IPOLL PERCENTAGE : 59.63% | PERCENTAGE : 59.63% VALID }VALID VOTES: 47906 | }VALID VOTES: 47906 | 


Constituency : 76- KRISHNAGAR WEST 
1. AMRITENDU MUKHERJEE M CPM 26311 60.02% 
2. MOHADEB BHATTACHARYA M JNP 7140 16.29% 
3. SIBDAS MUKHERJEE M INC 6162 14.06% 
4. SACHINDRANATH GHOSH M IND 2745 6.26% 
5. CHITTARANJAN KHAN M IND 1051 2.40% 
6. MIR KHAJAMAL M MUL 430 0.98% 
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No. CANDIDATE SEX PARTY VOTES % 


ELECTORS : 73972 VOTERS : 44752 POLL PERCENTAGE : 60.50% VALID VOTES : 43839 
Constituency : 77. NABADWIP 





1. DEBI PROSAD BASU M CPM 27818 50.72% 
2. SASTHI BHUSAN PAL M INC 16644 30.35% 
3. SACHINDRA MOHAN NANDY M_ JNP 10382 18.93% 


ELECTORS : 103707 VOTERS : 55909 POLL PERCENTAGE : 53.91% VALID VOTES : 54844 
Constituency : 78-SANTIPUR 





1. BIMALANANDA MUKHERJEE M_ RCI 28553 55.72% 
2. JNANENDRA NATH PRAMANIK M _ JNP 14371 28.04% 
3. PULAK GOSWAMI M _— INC 6569 12.82% 
4. NIRAPADA BASAK M_ IND 853 1.66% 
5. CHINTAHARAN GOSWAMI M_ IND 730 1.42% 
6. KRISHNENDU BISWAS MIND 168 0.33% 


ELECTORS : 84344 VOTERS : 52298 POLL PERCENTAGE : 62.01% VALID VOTES : 51244 


Constituency : 79. HANSKHALI (SC) 





1. SUKUMAR MONDAL M CPM 25861 44.83% 
2. ANANDA MOHAN BISWAS M INC 20060 34.77% 
3. SUKDEB BAGCHI M_ JNP 10855 18.82% 
4. NIKHIL RANJAN BISWAS M_ IND 912 1.58% 


ELECTORS : 84223 VOTERS : 58636 POLL PERCENTAGE : 69.62% VALID VOTES : 57688 
Constituency : 80-RANAGHAT EAST (SC) 





1. SATISH CHANDRA BISWAS M CPM 28786 48.98% 
2. SUSHIL KUMAR RAY M_— INC 16133 27.45% 
3. NETAIPADA SARKAR M~ CPI 7393 12.58% 
4, DEBENDRA SARKAR M_ IND 5804 9.88% 
5. KRISHNENDU BISWAS M IND 652 1.11% 


ELECTORS : 91408 VOTERS : 59672 POLL PERCENTAGE : 65.28% VALID VOTES : 58768 


Constituency : 81-RANAGHAT WEST 





1. KUNDU GOURCHANDRA M CPM 33546 56.67% 
2. NARESH CHANDRA CHAKI M INC 13713 23.16% 
3. ASHIM KUMAR MAJUMDAR M _ JNP 8956 15.13% 
4. RADHARAMAN DEBNATH M_ IND 2655 4.48% 
5. SANTOSH KUMAR BAKSHI M_ IND 328 0.55% 


ELECTORS : 97357 VOTERS : 59999 POLL PERCENTAGE : 61.63% VALID VOTES : 59198 
Constituency : 82. CHAKDAHA 





1. BINOY KUMAR BISWAS M IND 32238 54.52% 
2. SARADINDU BISWAS M_— INC 11895 20.12% 
3. SUBAL CHANDRA MONDAL M_ JNP 11551 19.53% 
4. BIPUL SARKAR M~ CPI 2202 3.72% 
5. NANI GOPAL GUHA M_ IND 664 1.12% 
6. TAPASH KUMAR CHAKRABORTY M~ BBC 498 0.84% 
7. ARDHENDU GUPTA M_ IND 83 0.14% 





ELECTORS : 102835 VOTERS : 59967 POLL PERCENTAGE : 58.31% VALID VOTES : 59131 


Constituency : 83. HARINGHATA 
1, MALAKAR NANIGOPAL M CPM 28652 50.03% 
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No. CANDIDATE SEX PARTY VOTES % 


2. MANAS KUMAR GANGULY M_ INC 16698 29.16% 
3. NARENDRANATH SARKAR M_ JNP 8151 14.23% 
4. KIRAN SINHA RAY CPI 3771 6.58% 


ELECTORS: 86977 __| 86977 |VOTERS : 58300 58300 IPOLL PERCENTAGE : 67.03% | PERCENTAGE : 67.03% VALID }VALID VOTES: 57272 }VALID VOTES: 57272 


Constituency : 84- BAGDAHA (SC) 


1. KAMALAKSHMI BISWAS M_ FBL 25049 44.85% 
2. APURBA LAL MAJUMDAR MIND 24966 44.70% 
3. SUNIL KUMAR MONDAL M_ JNP 5619 10.06% 
4. UPENDRA NATH HALDER M_ IND 213 0.38% 


ELECTORS: 77043 71043 }VOTERS : 56582 56582 IPOLL PERCENTAGE : 73.44% | PERCENTAGE : 73.44% VALID /VALID VOTES: 55847 | /VALID VOTES: 55847 | 


Constituency : 85. BONGAON 





1. RANJIT MITRA M CPM 27820 47.15% 
2. BHUPENDRA NATH SETH M INC 18619 31.55% 
3. KRISHNA DULAL BISWAS M~ CPI 7427 12.59% 
4. BALOHARI MONDAL M_ JNP 5141 8.71% 


ELECTORS: 93728 | 93728 }VOTERS : 59783 | 59783 POLL PERCENTAGE : 63.78% VALID VOTES : 59007 


Constituency : 86-GAIGHATA 





1. KANTI CHANDRA BISWAS M CPM 32620 49.21% 
2. RADHA PADA BISWAS M INC 24562 37.05% 
3. PRABIR KUMAR MAZUMDER M_ JNP 8376 12.63% 
4. PARAMANANDA HALDER M IND 735 1.11% 


ELECTORS: 99150 | 99150 }VOTERS: 67141 67141 POLL PERCENTAGE : 67.72% | PERCENTAGE : 67.72% VALID /VALID VOTES: 66293 | /VALID VOTES: 66293 | 


Constituency : 87.-HABRA 





1. NIRODE ROY CHOWDHURY M CPM 29676 54.03% 
2. KRISHNADAS CHATTOPADHYAY M_— INC 17062 31.06% 
3. PARITOSH SARKAR M_ JNP 7007 12.76% 
4. NARAYAN CHANDRA DAS M_ IND 608 1.11% 
5. KALYANBRATA ROY M_ RPI 577 1.05% 


ELECTORS : ELECTORS: 92890 | VOTERS : }VOTERS : 55652 IPOLL PERCENTAGE : 59.91% | PERCENTAGE : 59.91% VALID }VALID VOTES: 54930 | }VALID VOTES: 54930 | 


Constituency : 88-ASHOKENAGAR 





1. NANI KAR M CPM 33702 58.09% 
2. KESHAB CHANDRA BHATTACHARJEE MIND 19887 34.28% 
3. KHITISH CHANDRA BISWAS M_ IND 4245 7.32% 
4. HRIDAY RANJAN DAS M _ IND 186 0.32% 


ELECTORS : 101835 VOTERS : 58699 POLL PERCENTAGE : 57.64% VALID VOTES : 58020 


Constituency : 89. AMDANGA 





1. HASHIM ABDUL HALIM M CPM 27189 51.84% 
2. MIRA DUTTA F JNP 11435 21.80% 
3. SOUREN SENGUPTA M_ INC 77199 14.87% 
4. ABDUR RASHID MALLICK M MUL 5410 10.32% 
5. ANIL DAS M_ IND 436 0.83% 
6. KHAGENDRA NATH ROY M_ IND 176 0.34% 


ELECTORS: 80232 80232 }VOTERS: 53184 | 53184 POLL PERCENTAGE : IPOLL PERCENTAGE : 66.29% | 29% VALID }VALID VOTES: 52445 | }VALID VOTES: 52445 | 


Constituency : 90. BARASAT 
1. SARAL DEB M FBL 31444 55.93% 
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No. CANDIDATE SEX PARTY VOTES % 
2. KANTI RANJAN CHATOPADHYAYA M_ INC 11465 20.39% 
3. MONI LAL MUKHERJEE M_ JNP 10188 18.12% 
4. MUSTAQUE AHMED M MUL 1834 3.26% 
5. MINTU BISWAS M_ IND 1011 1.80% 
6. PARIMAL CHANDRA MAJUMDAR M_ IND 279 0.50% 


102519 VOTERS : 57299 


ELECTORS : 


POLL PERCENTAGE : 55.89% VALID VOTES : 56221 





Constituency : 91-RAJARHAT (SC) 
1. RABINDRA NATH MANDAL M CPM 28495 55.04% 
2. AMALENDU SEKHAR NASKAR M INC 12126 23.42% 
3. ASWINI PRAMANIK M JNP 10874 21.00% 
4. LALIT KUMAR PRAMANIK M IND 277 0.54% 
Constituency : 92. DEGANGA 
1. A. K. M. HASSAN UZZAMAN M MUL 23589 51.80% 
2. MD. YAKUB M FBL 11230 24.66% 
3. PRANAB KUMAR MUKHERJEE M INC 9644 21.18% 
4. DELWAR AHMED M JNP 1075 2.36% 


ELECTORS : 73825 VOTERS : _ 46469 POLL PERCENTAGE : 62.94% }| | VALID VOTES: 45538 
Constituency : 93-SWARUPNAGAR 





1. ANISUR RAHMAN M CPM 17351 32.50% 
2. CHANDRA NATH MISRA M_ INC 14246 26.69% 
3. HARENDRA NATH ROY M_ JNP 12122 22.71% 
4. NURUL HUDA M_ IND 6496 12.17% 
5. NAKUL CHANDRA SANA M_ IND 2710 5.08% 
6. SHYAMA PADA DAS M_ IND 309 0.58% 
7. NALINI RANJAN BANERJEE M MUL 88 0.16% 
8. PANCHANAN MANDAL M_ IND 63 0.12% 





ELECTORS : 78484 VOTERS : 54078 POLL PERCENTAGE : 68.90% VALID VOTES : 53385 
Constituency : 94. BADURIA 





1. MOSTAFA BIN QUASEM M CPM 25756 52.84% 
2. ZULFIQUER ALI M INC 14003 28.73% 
3. AZIZUR RAHMAN M_ JNP 8628 17.70% 
4. MOLLA MOHAMMAD YUNUS M MUL 356 0.73% 


ELECTORS : 86271 VOTERS : 49355 POLL PERCENTAGE : 57.21% VALID VOTES : 48743 
Constituency : 95. BASIRHAT 








1. NARAYAN MUKHERJEE M CPM 26447 46.77% 
2. DEBI PRASAD NANDA M_ INC 12312 21.77% 
3. HIMANSHU HALDER M_ JNP 11811 20.89% 
4. ABDUR RAHMAN M MUL 4652 8.23% 
5. RUSTAM M_ IND 424 0.75% 
6. KISHORI MOHAN DEY M_ IND 365 0.65% 
7. SHYAMAL CHANDA MIND 282 0.50% 
8. SUNITI KUMAR DAS M_ IND 253 0.45% 


ELECTORS : 103586 VOTERS : 57423 POLL PERCENTAGE : 55.44% VALID VOTES : 56546 


Constituency : 96.HASNABAD 
1. AMIYA BANERJEE M CPM 15188 35.94% 
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No. CANDIDATE SEX PARTY VOTES % 
2. MOLLA TASMATULLA M INC 11642 27.55% 
3. PRABIR KUMAR BANERJEE M JNP 6904 16.34% 
4. MONORANJAN SUR M CPI 5462 12.93% 
5. AMARENDRA NATH DAS M IND 1650 3.90% 
6. MONOJAT ALI MONDAL M IND 1315 3.11% 
7. BIMAL SARDAR M IND 98 0.23% 
ELECTORS : 75622 VOTERS : 43044 POLL PERCENTAGE : 56.92% VALID VOTES : 42259 
Constituency : 97. HAROA (SC) 
1. KSHITI RANJAN MONDAL M CPM 24310 58.52% 
2. BRAJENDRA NATH SARKAR M JNP 8520 20.51% 
3. CHITTA RANJAN MONDAL M INC 8027 19.32% 
4. SANAT SINGHA M IND 685 1.65% 


ELECTORS : 87482 VOTERS : 42404 POLL PERCENTAGE : 48.47% VALID VOTES : 41542 








Constituency : 98.SANDESHKHALI (SC) 
1. KUMUD RANJAN BISWAS M CPM 32907 60.61% 
2. RAMAJIT KUMAR DAS M_ INC 11260 20.74% 
3. ANANTA KUMAR BAIDYA M INP 8499 15.66% 
4. CHANDRA KANTA SARKAR MIND 771 1.42% 
5. BINBHUTI BHUSAN MONDAL MIND 444 0.82% 
6. ABHIMANYA DAS MIND 285 0.52% 
7. SUNIL KUMAR NAYAK M IND 123 0.23% 

Constituency : 99. HINGALGANJ (SC) 
1. SUDHANGSHU MONDAL M CPM 23475 43.93% 
2. AMAL KRISHNA MISTRI M  JNP 10989 20.56% 
3. SANKAR RAY M_ INC 10883 20.37% 
4. ANIL KRISHNA MONDAL M~ CPI 7701 14.41% 
5. HARI CHANDAN DAS MIND 388 0.73% 


86275 VOTERS : 54333 


ELECTORS : 


POLL PERCENTAGE : 62.98% VALID VOTES : 53436 





Constituency : 100- GOSABA (SC) 


1. GANESH CHANDRA MONDAL M_ RSP 24300 48.20% 
2. PARESH BAIDYA M_ INC 16530 32.79% 
3. ASHIT RANJAN MRIDHA M_ JNP 9285 18.42% 
4. DURGAPADA SANPUI M_ IND 300 0.60% 


ELECTORS : 81769 VOTERS : 51166 


POLL PERCENTAGE : 62.57% VALID VOTES : 50415 





Constituency : 101- BASANTI (SC) 


1. KALIPADA BARMAN M_ RSP 24695 52.29% 
2. CHITTARANJAN NASKAR M_— INC 11765 24.91% 
3. PARESH KAYAL M  JNP 7908 16.75% 
4. CUNASINDHU SARDAR M_ IND 2359 5.00% 
5. ARDHENDU SEKHAR MONDAL M_ IND 405 0.86% 
6. MUKTARAM SARDAR M_ IND 91 0.19% 


ELECTORS : 94294 VOTERS : 47962 POLL PERCENTAGE : 50.86% VALID VOTES : 47223 


Constituency : 102. KULTALI (SC) 
1. PROBODH PURKAIT M SUC 24086 46.83% 
2. ANANDI TANTI M JNP 14750 28.68% 
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No. CANDIDATE SEX PARTY VOTES % 


3. ARABINDA NASKAR M_— INC 8726 16.97% 
4. GANGADHAR NASKAR CPM 3866 7.52% 


ELECTORS : ELECTORS: 97075 | }VOTERS : 52323 52323 IPOLL PERCENTAGE : 53.90% | PERCENTAGE : 53.90% VALID }VALID VOTES: 51428 | }VALID VOTES: 51428 | 1428 


Constituency : 103. JOYNAGAR 





1. DEBA PROSAD SARKAR M SUC 27778 48.60% 
2. JNANTOSH CHAKRABORTI M_ JNP 13258 23.20% 
3. NIREDE KUMAR SAHA M INC 11063 19.36% 
4. AMARENDRA NATH DEY M CPM 4577 8.01% 
5. HAMID ALI MOLLICK M_ RPI 482 0.84% 


ELECTORS : ELECTORS: 95018 | 18 VOTERS : 5 }VOTERS : 58054 IPOLL PERCENTAGE : 61.10% | PERCENTAGE : 61.10% VALID VOTES : 57158 


Constituency : 104. BARUIPUR 





1. HEMEN MAJUMDAR M CPM 31689 57.94% 
2. RAM KANTA MANDAL M_ INC 12273 22.44% 
3. SOUMENDRA CHAKRBARTY M_ JNP 7182 13.13% 
4. M. ABDULLAH M MUL 2896 5.30% 
5. SRIKANT SARDAR M_ IND 439 0.80% 
6. PRADIP CHAKRABARTY M_ IND 214 0.39% 


ELECTORS: 89989 89989 }VOTERS : 55580 | 55580 IPOLL PERCENTAGE : 61.76% | PERCENTAGE : 61.76% VALID VOTES : 54693 


Constituency : 105. CANNING WEST (SC) 


1. CHITTA RANJAN MRIDHA M CPM 20675 35.39% 
2. GOBINDA CHANDRA NASLAR M INC 16010 27.40% 
3. DASARATHI MONDAL M_ SUC 9220 15.78% 
4. NARAYAN CHANDRA NASKAR MIND 8605 14.73% 
5. KUMUD RANJAM MONDAL M_ JNP 3912 6.70% 


ELECTORS: 101147 101147 }VOTERS : 59585 | 59585 IPOLL PERCENTAGE : 58.91% | PERCENTAGE : 58.91% VALID /VALID VOTES: 58422 | /VALID VOTES: 58422 | 8422 


Constituency : 106- CANNING EAST 


1. ABDUR RAZZAK MOLLA M CPM 24580 58.88% 
2. OSMAN GANI M_ JNP 11976 28.69% 
3. KALPANA GHOSH M_ INC 1962 4.70% 
4, PANCHANAN SINHA M_ IND 1690 4.05% 
5. ALPANA DAS F IND 376 0.90% 
6. SAIBAL LAHIRI M_ IND 320 0.77% 
7. JHANTU MONDAL M_ IND 275 0.66% 
8. KALPANA MAJUMDAR F IND 244 0.58% 
9. GIRINMONDAL M_ IND 153 0.37% 
10. KHATIBUR RAHAMAN KHAN M MUL 103 0.25% 
11. MOLLA ABDUL HAMID M_ IND 65 0.16% 





ELECTORS : ELECTORS: 76895 }VOTERS : 42534 42534 IPOLL PERCENTAGE : 55.31% | PERCENTAGE : 55.31% VALID VOTES : 41744 


Constituency : 107- BHANGAR 





1. DAUD KHAN M CPM 14680 34.29% 
2. AMIR ALI MOLLA M_ JNP 13632 31.85% 
3. MOCHTE MONI HOSSAIN MIND 6145 14.36% 
4. LOTEMAN ALI MOLLA M~ CPI 4918 11.49% 
5. ABDUL JALIL MOLLA M_ INC 3174 7.41% 
6. SAUKAT ALI M MUL 257 0.60% 


ELECTORS: 79752 79752 }VOTERS : 43649 | 43649 POLL PERCENTAGE : 54.73% VALID VOTES : 42806 
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No. CANDIDATE SEX PARTY VOTES % 


Constituency : 108- JADAVPUR 


1. DINESH MAJUMDAR M CPM 35762 64.86% 
2. SANTIMOY CHATTERJEE M_ JNP 10340 18.75% 
3. JYOTI PROSANNA DAS THAKUR INC 9037 16.39% 


ELECTORS : ELECTORS: 100947 VOTERS : }VOTERS : 55952 | IPOLL PERCENTAGE : 55.43% | PERCENTAGE : 55.43% VALID }VALID VOTES: 55139 | 55 }VALID VOTES: 55139 | 


Constituency : 109- SONARPUR (SC) 


1. GANGADHAR NASKAR M CPM 36138 68.73% 
2. GOURHARI SARDAR M_— INC 10329 19.64% 
3. ANITA BISWAS F JNP 5415 10.30% 
4. CHANDI CHARAN BISWAS M_ IND 425 0.81% 
5. DURGADAS MONDAL M_ IND 170 0.32% 
6. DEBEN SARKAR M_ IND 104 0.20% 


ELECTORS : ELECTORS: 91822 | }VOTERS : 53487 | 53487 IPOLL PERCENTAGE : 58.25% | PERCENTAGE : 58.25% VALID }VALID VOTES: 52581 | }VALID VOTES: 52581 | 


Constituency : 110- BISHNUPUR EAST (SC) 


1. SUNDAR NASKAR M CPM 25631 63.77% 
2. RAMKRISHNA BAR M INC 10490 26.10% 
3. HARANANDA HALDAR JNP 4072 10.13% 


ELECTORS: 70003 | 70003 }VOTERS : 40889 | 40889 IPOLL PERCENTAGE : 58.41% | PERCENTAGE : 58.41% VALID }VALID VOTES: 40193 | 401 }VALID VOTES: 40193 | 


Constituency : 111- BISHNUPUR WEST 


1. PROVESH CHANDRA RAY M CPM 34620 62.72% 
2. MOAUE HAQUE SHAIK M_— INC 10191 18.46% 
3. JUGAL CHARAN SANTRA M_ JNP 10011 18.14% 
4. SAMSUDDIN MISTRY M_ IND 267 0.48% 
5. AMIYA KANTI DAS M_ IND 112 0.20% 


ELECTORS: 81781 81781 VOTERS : }VOTERS : 55927 | IPOLL PERCENTAGE : 68.39% | PERCENTAGE : 68.39% VALID }VALID VOTES: 55201 | }VALID VOTES: 55201 | 


Constituency : 112. BEHALA EAST 


1. NIRANJAN MUKHERJEE M CPM 37256 65.72% 
2. INDRAJIT MAJUMDAR M INC 10745 18.95% 
3. SUBIR CHAUDHURY M_ JNP 7146 12.61% 
4. AMITAVA GANGULY M SUC 1271 2.24% 
5. GANESH CHANDRA MUKHERJEE M_ IND 188 0.33% 
6. REBA SEN F IND 85 0.15% 


ELECTORS: 106038 | 106038 }VOTERS : 57652 | 57652 IPOLL PERCENTAGE : 54.37% | PERCENTAGE : 54.37% VALID !VALID VOTES: 56691 | !VALID VOTES: 56691 | 


Constituency : 113. BEHALA WEST 





1. RABIN MUKHERJEE M CPM 37053 62.63% 
2. SUBODH CHANDRA DAS M_— INC 14600 24.68% 
3. REBA SEN F JNP 7222 12.21% 
4. SATISH CHANDRA MAJUMDAR M_ IND 146 0.25% 
5. PARITOSH KUMAR CHAKRABORTY M_ IND 142 0.24% 


ELECTORS: 116448 116448 VOTERS : }VOTERS : 59911 | 11 IPOLL PERCENTAGE : 51.45% | PERCENTAGE : 51.45% VALID /VALID VOTES: 59163 | /VALID VOTES: 59163 | 163 


Constituency : 114. GARDEN REACH 


1. CHHEDILAL SINGH M CPM 22719 48.06% 
2. S.M. ABDULLAH M INC 13947 29.50% 
3. ARUN SEN M~ CPI 6388 13.51% 
4. SHAHSNSHAH JEHANGIR GHAFFAR M_ JNP 2647 5.60% 
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No. CANDIDATE SEX PARTY VOTES % 


5. ZAHURUL ISLAM M MUL 905 1.91% 
6. RAM SARAN M_~ RPI 593 1.25% 
7. RASH BEHARI SINGH IND 74 0.16% 


ELECTORS: 108689 | 108689 }VOTERS : 48500 48500 IPOLL PERCENTAGE : 44.62% | PERCENTAGE : 44.62% VALID }VALID VOTES: 47273 | }VALID VOTES: 47273 | 


Constituency : 115- MAHESHTALA 


1. SUDHIR BHANDARI M CPM 27256 60.68% 
2. MALI SAFIUDDIN M_ JNP 10124 22.54% 
3. RABIN MAZUMDAR M INC 6413 14.28% 
4. KALENDAR MANDAL M_ IND 1124 2.50% 


ELECTORS : ELECTORS: 86492 |VOTERS : 45759 | 45759 IPOLL PERCENTAGE : 52.91% | PERCENTAGE : 52.91% VALID VOTES : 44917 


Constituency : 116- BUDGE BUDGE 





1. KHITIBHUSAN BURMON M CPM 32297 65.26% 
2. BIPULANANDA GUHA ROY M INC 5719 11.56% 
3. DINESH ROY M _ JNP 4350 8.79% 
4. MAFIJADDIN MALLICK M_ IND 3818 7.71% 
5. SAD IMANI BEG M~ CPI 2967 6.00% 
6. NIMAI CHAND KHANRA M_ IND 339 0.68% 


ELECTORS: 89604 | 89604 }VOTERS : 50203 | 50203 IPOLL PERCENTAGE : 56.03% | PERCENTAGE : 56.03% VALID }VALID VOTES: 49490 | }VALID VOTES: 49490 | 


Constituency : 117- SATGACHIA 


1 
2 
3. 
4 
5: 


. JYOTI BASU 
. JUMMAN ALI MOLLAH 


ASOK KUMAR GHOSAL 


. DILIP DAS 


HIMANGSHU ROY 


ZSEEESE 


CPM 
INC 
JNP 
IND 
IND 


45538 
7092 
3817 

459 
119 


79.86% 
12.44% 
6.69% 
0.80% 
0.21% 


ELECTORS: 90871 | 90871 }VOTERS : 57778 | 57778 IPOLL PERCENTAGE : 63.58% | PERCENTAGE : 63.58% VALID }VALID VOTES: 57025 | }VALID VOTES: 57025 | 


Constituency : 


ed 


118. FALTA 
NEMAI CHANDRA DAS 
MOHINI MOHAN PARUI 
RABINDRA NATH GHOSH 
PRAMATHA NATH SIKDAR 
M. A. HANNAN 
UMAPADA CHOUDHURY 


ZSEEEEE 


CPM 


INC 
JNP 
IND 


MUL 


IND 


32298 


13573 
3667 
407 
117 
87 


64.40% 
27.07% 
7.31% 
0.81% 
0.23% 
0.17% 


ELECTORS: 78270 | 78270 }VOTERS : 50866 | 50866 IPOLL PERCENTAGE : 64.99% | PERCENTAGE : 64.99% VALID }VALID VOTES: 50149 | }VALID VOTES: 50149 | 


Constituency : 119. DIAMOND HARBOUR 


1. ABDUL QUIYOM MOLLA M CPM 36584 60.03% 
2. SANKARI PRASAD MONDAL M _ JNP 19241 31.57% 
3. SEIKH DAULAT ALI INC 5118 8.40% 


ELECTORS: 101377 101377 }VOTERS : 61756 | 61756 IPOLL PERCENTAGE : 60.92% | PERCENTAGE : 60.92% VALID }VALID VOTES: 60943 | }VALID VOTES: 60943 | 


Constituency : 120- MAGRAHAT WEST 


1. CHHOBHAN GAZI M CPM 35348 65.86% 
2. SUDHENDU MUNDLE M_ INC 14412 26.85% 
3. NAZRUL ISLAM SAFUI M _ JNP 3305 6.16% 
4. SUBHAS GHOSH M_ IND 305 0.57% 
5. NURUL HAQUE NASKAR M MUL 299 0.56% 


ELECTORS: 84731 84731 }VOTERS : 54362 | 54362 IPOLL PERCENTAGE : 64.16% | PERCENTAGE : 64.16% VALID /VALID VOTES: 53669 | /VALID VOTES: 53669 | 
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No. CANDIDATE 


Constituency : 121- MAGRAHAT EAST (SC) 
1. RADJIKA RANJAN PRAMANIK 
2. MONORANJAN HALDER 
3. AJIT KUMAR ROY 
4. MANIK CHANDRA HALDER 


SEX 


SEES 


PARTY 


CPM 
INC 
JNP 
IND 


VOTES 


35349 
17750 
4837 
210 


% 


60.79% 
30.53% 
8.32% 
0.36% 


ELECTORS: 93981 93981 }VOTERS : 59279 | 59279 IPOLL PERCENTAGE : 63.08% | PERCENTAGE : 63.08% VALID /VALID VOTES: 58146 | /VALID VOTES: 58146 | 8146 


Constituency : 122. MANDIRBAZAR (SC) 
RENUPADA HALDER 

SUBHAS CHANDRA ROY 
BRINDABAN GAYEN 

SACHIN ROY 

ASHIT RANJAN MONDAL 

SUBHAS CHANDRA BISWAS 
BAIDYANATH MONDAL 

DURGA CHARAN MONDAL 


QO =" OS: CON, ass SU SD 


ZSEEESEEES 





SUC 
CPM 
JNP 
INC 
IND 
IND 
IND 
IND 


19151 
13556 
12701 
7243 
1119 
470 
385 
172 


34.95% 
24.74% 
23.18% 
13.22% 
2.04% 
0.86% 
0.70% 
0.31% 


ELECTORS : ELECTORS: 91727 | 1727 }VOTERS : 55515 | 55515 IPOLL PERCENTAGE : 60.52% | PERCENTAGE : 60.52% VALID }VALID VOTES: 54797 | }VALID VOTES: 54797 | 





Constituency : 123. MATHURAPUR 
SATYA RANJAN BAPULI 
ROBIN MONDAL 
BRINDABAN BHANDARI 
SUDHANGSU DAS 

APTAB UDDIN GAZI 

ABDUL AZIZ 

ANUKUL ROY 


Sy Oy. RE at 


ZSEEEEESE 





JNP 
IND 
MUL 
IND 





21616 
17940 
12149 
6041 
5894 
234 
82 


33.80% 
28.05% 
19.00% 
9.45% 
9.22% 
0.37% 
0.13% 


ELECTORS : ELECTORS: 97866 | \VOTERS: 64818 | 64818 IPOLL PERCENTAGE : 66.23% | PERCENTAGE : 66.23% VALID }VALID VOTES: 63956 | }VALID VOTES: 63956 | 


Constituency : 124. KULPI (SC) 
1. KRISHNADHAN HALDER 
2. SANTOSH KUMAR MONDAL 
3. NALINI KANTA HALDER 


M 
M 


CPM 
INC 
JNP 


21844 
14360 
12345 


44.99% 
29.58% 
25.43% 


ELECTORS: 86170 | 86170 }VOTERS : 49335 49335 IPOLL PERCENTAGE : 57.25% | PERCENTAGE : 57.25% VALID /VALID VOTES: 48549 | /VALID VOTES: 48549 | 





Constituency : 125. PATHARPRATIMA 
GUNADHAR MAITI 

ANANTA KUMAR BERA 

PHANI BHUSAN GIRI 

PHANI BHUSAN GUCHAIT 

RABI CHOUDHURY 


SS CBE 


ZSEEESE 


CPM 
INC 
JNP 
SUC 
IND 


16043 
12656 
10980 
6945 
3778 


31.83% 
25.11% 
21.78% 
13.78% 

7.50% 


ELECTORS: 79188 | 79188 }VOTERS: 51239 | 51239 IPOLL PERCENTAGE : 64.71% | PERCENTAGE : 64.71% VALID /VALID VOTES: 50402 | /VALID VOTES: 50402 | 0402 





Constituency : 126. KAKDWIP 
HRISHIKESH MAITY 
BASUDEB SAUTYA 
BISHNUPADA PRAMANIK 
SATYARANJAN MAITY 
KALIPADA PATRA 


SN ARES SO: Ns 


ZSEEESE 


CPM 
INC 
JNP 
IND 
IND 


26949 
12362 
11331 
351 
124 


52.72% 
24.18% 
22.17% 
0.69% 
0.24% 


ELECTORS: 82012 82012 |VOTERS: 51817 | 51817 IPOLL PERCENTAGE : 63.18% | PERCENTAGE : 63.18% VALID /VALID VOTES: 51117] /VALID VOTES: 51117] 1117 





Constituency : 127-SAGAR 
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No. CANDIDATE SEX PARTY VOTES % 
1. PROVANJAN MONDAL M CPM 26159 48.55% 
2. GOBARDHAN DINGAL M JNP 12419 23.05% 
3. MRITYUNJOY MAJHI M INC 10754 19.96% 
4. ADHAR DAS M IND 3663 6.80% 
5. PRAMATHA NATH GIRI M IND 882 1.64% 
ELECTORS: 87579 87579 }VOTERS : 54746 | 54746 IPOLL PERCENTAGE : 62.51% | PERCENTAGE : 62.51% VALID }VALID VOTES: 53877 }VALID VOTES: 53877 
Constituency : 128. BIJPUR 
1. JAGADISH CHANDRA DAS M CPM 32339 62.47% 
2. JAGADISH CHANDRA DAS S/O AKUL M INC 12079 23.33% 
3. BYOMKESH BANERJEE M JNP 7025 13.57% 
4. RATI NATH CHOWDHURY M IND 209 0.40% 
5. KANAI LAL GANGULY M IND 117 0.23% 


ELECTORS: 110241 | 110241 }VOTERS : 52718 | 52718 IPOLL PERCENTAGE : 47.82% | PERCENTAGE : 47.82% VALID }VALID VOTES: 51769 | }VALID VOTES: 51769 | 


Constituency : 129. NAIHATI 





1. GOPAL BASU M CPM 34293 61.87% 
2. JAGADISH CHAKRABORTY M_— INC 13678 24.68% 
3. DHILAN SARKAR JNP 7454 13.45% 


ELECTORS: 106302 106302 }VOTERS : 56312 | 56312 IPOLL PERCENTAGE : 52.97% | PERCENTAGE : 52.97% VALID /VALID VOTES: 55425 | /VALID VOTES: 55425 | 


Constituency : 130- BHATPARA 
1. SITA RAM GUPTA M CPM 33105 63.39% 
2. SATYA NARAIN SINGH M INC 9860 18.88% 
3. BAIDYANATH RAY M JNP 4297 8.23% 
4. JADUBANS SINGH M IND 4243 8.13% 
5. OMPRAKASH GUPTA M IND 292 0.56% 
6. DUBE VIKAS CHANDRA SAKAL NARAYAN M IND 256 0.49% 
7. HARAPRASAD BHATTACHARYA M IND 168 0.32% 


ELECTORS: 120124 | 120124 }VOTERS : 53205 | 53205 IPOLL PERCENTAGE : 44.29% | PERCENTAGE : 44.29% VALID }VALID VOTES: 52221] }VALID VOTES: 52221] 





Constituency : 131. JAGATDAL 
1. NIHAR KUMAR BASU M FBL 32519 65.36% 
2. SUDHIN BHATTACHARJEE M INC 11221 22.55% 
3. INDRA NARAYAN GHOSH M JNP 4340 8.72% 
4. SHIO KUMAR SINGH M IND 972 1.95% 
5. NIKUNJA BEHARI BHOWMICK M IND 282 0.57% 
6. PRADIP BASU M IND 214 0.43% 
7. PROFULLA KUMAR SAHA M IND 208 0.42% 

Constituency : 132. NOAPARA 
1. JAMINI BHUSAN SAHA M CPM 24566 59.02% 
2. APURBA BHATTACHARJEE M INC 9750 23.42% 
3. CHIRA RANJAN MITRA M JNP 6769 16.26% 
4. TEJ NARAYAN MAHARAJ M IND 341 0.82% 
5. SAMARESH CHAKRABARTY M IND 197 0.47% 


ELECTORS : ELECTORS: 89390 }VOTERS : 42344 | 42344 IPOLL PERCENTAGE : 47.37% | PERCENTAGE : 47.37% VALID !VALID VOTES: 41623 | !VALID VOTES: 41623 | 





Constituency : 133. TITAGARH 
1. MOHAMMED AMIN M CPM 26425 61.61% 
2. GANGA PRASAD SHA M INC 13137 30.63% 
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No. CANDIDATE SEX PARTY VOTES % 
3. SINGTE PURUSHATTAM SINGH M_ JNP 2914 6.79% 
4. RAM SWARUP SINGH IND 417 0.97% 


ELECTORS: 101765 | 101765 }VOTERS: 43781 43781 IPOLL PERCENTAGE : 43.02% | PERCENTAGE : 43.02% VALID /VALID VOTES: 42893 | /VALID VOTES: 42893 | 





Constituency : 134. KHARDAH 
1. KAMAL SARKAR M CPM 32769 62.18% 
2. HARSHADHARI BHATTACHARYYA M INC 6997 13.28% 
3. ARUN KUMAR RUDRA M JNP 6964 13.22% 
4. SRIPATI BANERJEE M CPI 5465 10.37% 
5. JOGESWAR DAS M IND 262 0.50% 
6. BISWANATH RAY M IND 239 0.45% 


ELECTORS : ELECTORS: 97325 }VOTERS : 53471 | 53471 IPOLL PERCENTAGE : 54.94% | PERCENTAGE : 54.94% VALID }VALID VOTES: 52696 | }VALID VOTES: 52696 | 


Constituency : 135. PANIHATI 
1. GOPAL KRISHNA BHATTACHARYYA M CPM 31496 54.27% 
2. SANMATHA NATH GHOSH M JNP 13654 23.53% 
3. TAPAN CHATTERJEE M INC 12616 21.74% 
4. KALIDAS DATTA M IND 273 0.47% 


ELECTORS : 112055 VOTERS : 58798 POLL PERCENTAGE : 52.47% VALID VOTES : 58039 





Constituency : 136- KAMARHATI 
1, RADHIKA RANJAN BANERJEE M CPM 38746 65.20% 
2. JAYANTA CHANDRA SEN M INC 10850 18.26% 
3. JAGAT KUMAR GHOSAL M JNP 9721 16.36% 
4. AMARENDRA NATH MUKHERJEE M IND 109 0.18% 


ELECTORS : 124142 VOTERS : 60312 POLL PERCENTAGE : 48.58% VALID VOTES : 59426 





Constituency : 137. BARANAGAR 
1. MATISH RAY M RSP 33384 53.91% 
2. KUMUD BHATTACHARJEE M INC 16798 27.13% 
3. DWIJESH DUTTA MAJUMDER M JNP 9929 16.03% 
4. SHIBA PADA BHATTACHARYA M CPI 1404 2.27% 
5. BIKASH MAZUMDER M IND 268 0.43% 
6. AMAR MAMUJDAR M IND 139 0.22% 


ELECTORS : ELECTORS: 135458 | }VOTERS : 62890 | 62890 IPOLL PERCENTAGE : 46.43% | PERCENTAGE : 46.43% VALID /VALID VOTES: 61922 | /VALID VOTES: 61922 | 


Constituency : 138- DUM DUM 
1. TARUN SEN GUPTA M CPM 40426 61.91% 
2. LAL BAHADUR SINGH M INC 12387 18.97% 
3. SOVENDRA BASU MALLICK M JNP 12004 18.38% 
4. SAILEN SEN GUPTA M IND 482 0.74% 


ELECTORS: 121527 | 121527 }VOTERS : 66292 66292 POLL PERCENTAGE : 54. IPOLL PERCENTAGE : 54.55% | % VALID }VALID VOTES: 65299 | }VALID VOTES: 65299 | 


Constituency : 139. BELGACHIA EAST 





1. SUBHAS CHAKRABORTY M CPM 37286 55.37% 
2. SAMIR CHATTERJEE M_ JNP 16433 24.40% 
3. MOHIT CHATTERJEE INC 13618 20.22% 


ELECTORS: 135000 | 135000 |VOTERS: 68315 68315 IPOLL PERCENTAGE : 50.60% | PERCENTAGE : 50.60% VALID }VALID VOTES: (67337 }VALID VOTES: (67337 





Constituency : 140. COSSIPUR 
1. BUDDHADEV BHATTACHARJEE M CPM 19360 42.99% 
2. PRAFULLA KANTI GHOSH M INC 13384 29.72% 
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No. CANDIDATE SEX PARTY VOTES % 
3. PADMARAJ ROY M_— JNP 12076 26.82% 
4. KUMAR DUTT M_ IND 117 0.26% 
5. DURGA SINGH IND 96 0.21% 


ELECTORS : ELECTORS: 93194 194 \VOTERS : 45736 45736 IPOLL PERCENTAGE : 49.08% | PERCENTAGE : 49.08% VALID }VALID VOTES: 45033 | }VALID VOTES: 45033 | 


Constituency : 141- SHYAMPUKUR 


1. NALINI KANTA GUHA M~ FBL 16651 41.46% 
2. BEHOY SIRCAR M_ JNP 12083 30.08% 
3. BARID BARAN DAS M_— INC 9329 23.23% 
4. PURNENDU SENGUPTA M~ CPI 1638 4.08% 
5. SURYYA RAY M_ IND 294 0.73% 
6. GOUTAM ROY M_ IND 111 0.28% 
7. KUMAR DUTT M_ IND 59 0.15% 





ELECTORS: 80956 80956 }VOTERS : 40677 | 40677 IPOLL PERCENTAGE : 50.25% | PERCENTAGE : 50.25% VALID VOTES : 40165 


Constituency : 142. JORABAGAN 





1. HARIPADA BHARATI M_ JNP 19005 46.99% 
2. HARA PRASAD CHATTERJEE M CPM 11085 27.41% 
3. ILAROY F INC 9787 24.20% 
4. SHANKARLAL BAJORIA M_ IND 234 0.58% 
5. SUJIT CHAKRABORTY M_ IND 88 0.22% 
6. RANJIT KUMAR SAHA M_ IND 86 0.21% 
7. OM PRAKASH SHARMA M_ IND 67 0.17% 
8. PUSPARDUT HARITAL M_ IND 57 0.14% 
9. SONAR SUBHKARAN M_ IND 35 0.09% 








ELECTORS: 103213 | 103213 VOTERS : |VOTERS : 40976 | POLL PERCENTAGE : IPOLL PERCENTAGE : 39.70% | 70% VALID }VALID VOTES: 40444 | }VALID VOTES: 40444 | 


Constituency : 143. JORASANKO 





1. VISHNU KANT SHASTRI M_ JNP 13818 43.57% 
2. DEOKI NANDAN PODDAR M INC 9003 28.39% 
3. SUKUMAR DAS M_ FBL 5456 17.20% 
4. MD. MANSOOR M_ IND 3122 9.84% 
5. MADAN LAL CHOUDHARY M_ IND 138 0.44% 
6. BIRENDRA KUMAR SINGH M_ IND 74 0.23% 
7. BHAGIRATHIMAL LADIA M_ IND 60 0.19% 
8. LOKENATH SARAFF M_ IND 26 0.08% 
9. MAHABIR PRASAD AGARWALA M_ IND 18 0.06% 





ELECTORS: 81802 81802 }VOTERS : 32143 | 32143 IPOLL PERCENTAGE : 39.29% | PERCENTAGE : 39.29% VALID }VALID VOTES: 31715] }VALID VOTES: 31715] 1715 


Constituency : 144. BARA BAZAR 








1. RABI SHANKAR PANDEY M_ JNP 12466 44.39% 
2. RAMKRISHNA SAROGI M_ INC 8003 28.50% 
3. MURALIDHAR SANTHALIA M CPM 4766 16.97% 
4. ASHKA MD. QUASIMUDDIN M_ IND 2641 9.40% 
5. MUZAFFAR KHAN M_ IND 62 0.22% 
6. SHYAM KANAHAYA SINGH M_ IND 57 0.20% 
7, PARASMAL JAIN M_ IND 45 0.16% 
8. AGARWALLA MOHANLAL M_ IND 21 0.07% 
9. SHRI PRAKASH SHARMA M_ IND 20 0.07% 


ELECTORS : ELECTORS: 94162 }VOTERS : 28424 28424 IPOLL PERCENTAGE : 30.19% | PERCENTAGE : 30.19% VALID /VALID VOTES: 28081 | /VALID VOTES: 28081 | 
Constituency : 145. BOW BAZAR 
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No. CANDIDATE SEX PARTY VOTES % 
1. ABUL HASAN M CPM 13996 38.54% 
2. BIJOY KRISHNA DHANDHANIA M _ JNP 11670 32.13% 
3. ABDUL RAUF ANSARI M _— INC 8168 22.49% 
4. MANABENDRA GHOSH M_ IND 1611 4.44% 
5. PRAKASH SHAW M_ IND 556 1.53% 
6. K.B. ROY M_ IND 182 0.50% 
7. HRISHIKESH TEWARI M_ IND 68 0.19% 
8. ANINDYA KUMAR MITRA M_ IND 68 0.19% 








ELECTORS : 91378 VOTERS : 36901 POLL PERCENTAGE : 40.38% | | VALID VOTES: 36319 
Constituency : 146- CHOWRINGHEE 





1. SANDIP DAS M_ JNP 14166 38.78% 
2. AMAL DATTA M CPM 11995 32.83% 
3. PRASANTA BEHARI MUKHERJEE M INC 9604 26.29% 
4. QUAMUDDIN AHMED M_ IND 284 0.78% 
5. DHIRENDRA GHOSH M_ IND 241 0.66% 
6. SUDHIR BERA MIND 158 0.43% 
7. KARUNA NIDHAN ROY M_ IND 85 0.23% 





ELECTORS : 95769 VOTERS : 37103 POLL PERCENTAGE : 38.74% VALID VOTES : 36533 


Constituency : 147. KABITIRTHA 





1. KALIMUDDIN SHAMS M_ FBL 28311 51.70% 
2. RAM PYARE RAM M INC 15403 28.13% 
3. NOOR AHAMMED M_ JNP 10244 18.71% 
4. SHANTI ROY M_ IND 306 0.56% 
5. MOHAN LAL AGARWALL M_ IND 202 0.37% 
6. SACHIN NAG M_ IND 170 0.31% 
7. SUKHA RANJAN DAS M_ IND 121 0.22% 


ELECTORS : 119243 VOTERS : 55655 POLL PERCENTAGE : 46.67% VALID VOTES : 54757 


Constituency : 148- ALIPORE 


1. ASHOKE KUMAR BOSE M CPM 20450 42.26% 
2. SALIL BARAN CHATTERJEE M_ JNP 11359 23.47% 
3. KANAILAL SARKAR M_ INC 8760 18.10% 
4. MANISANYAL M~ CPI 5947 12.29% 
5. RATHIN TALUKDAR M_ IND 1460 3.02% 
6. CHITTA RANJAN GHOSH M _ IND 222 0.46% 
7. MRITYUNJAY KR. MISHRA M IND 132 0.27% 
8. HRISHIKESH SARKAR M_ IND 61 0.13% 








ELECTORS : 96772 VOTERS : 49100 POLL PERCENTAGE : 50.74% VALID VOTES : 48391 


Constituency : 149. RASHBEHARI AVENUE 





1. ASHOK MITRA M CPM 20699 39.64% 
2. ASHOKE KUMAR MUKHOPADHYAYA M_ JNP 16865 32.29% 
3. LAKSHMI KANTA BASU M_— INC 12414 23.77% 
4. RANJIT DHAR M _ SUC 1722 3.30% 
5. ASHOK KUMAR SARKAR M_ IND 332 0.64% 
6. DEBIPRASAD BASU THAKUR M_ IND 192 0.37% 


ELECTORS : 97742 VOTERS : 52904 POLL PERCENTAGE : 54.13% VALID VOTES : 52224 


Constituency : 150. TOLLYGUNGE 
1. PRASANTA KUMAR SUR M CPM 26911 49.43% 
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No. CANDIDATE SEX PARTY VOTES % 


2. PANKAJ KUMAR BANERJEE M_ INC 17455 32.06% 
3. SUSHIL KUMAR BASU M_ JNP 9578 17.59% 
4. SAJAL ROY IND 502 0.92% 


ELECTORS : ELECTORS: 97774 | }VOTERS : 55098 | 55098 POLL PERCENTAGE : IPOLL PERCENTAGE : 56.35% | 35% VALID }VALID VOTES: 54446 | }VALID VOTES: 54446 | 


Constituency : 151- DHAKURIA 


1. JATIN CHAKRAVARTY M_ RSP 32029 48.92% 
2. ARABINDA PRASAD DAS GUPTA M INC 14862 22.70% 
3. ANIL BHATTACHRYYA M_ JNP 14289 21.82% 
4. JYOTIRMOY GUPTA M~ CPI 2378 3.63% 
5. NRIPENDRA NATH BANERJEE M_ IND 1665 2.54% 
6. MAHENDRA KUMAR GHOSH M_ IND 140 0.21% 
7. ASHIM CHOWDHURY M_ IND 110 0.17% 


ELECTORS: 117064 | 117064 }VOTERS : 66304 | 66304 IPOLL PERCENTAGE : 56.64% | PERCENTAGE : 56.64% VALID }VALID VOTES: 65473 | }VALID VOTES: 65473 | 


Constituency : 152. BALLYGUNGE 





1. SACHIN SEN M CPM 23472 43.85% 
2. SUBRATA MUKHEREJEE M INC 15040 28.10% 
3. JYOTIRMOY BHATTACHARYYA M_ JNP 14658 27.38% 
4. ZAFAR NAWAB SUNJER M IND 219 0.41% 
5. KARUNA NIDHAN ROY M_ IND 137 0.26% 


ELECTORS : ELECTORS: 109675 }VOTERS : 54489 | 54489 POLL PERCENTAGE : IPOLL PERCENTAGE : 49.68% | 68% VALID VOTES : 53526 


Constituency : 153. ENTALLY 


1. MD. NEZAMUDDIN M CPM 17102 46.89% 
2. BIMAN BEHARI MITRA M _ JNP 9543 26.17% 
3. SULTAN AHMED M INC 7617 20.89% 
4. SACHINDRA KUMAR DHAR M~ CPI 2064 5.66% 
5. HIRANMOY BRAHMACHARI M_ IND 145 0.40% 


ELECTORS: 80257 80257 }VOTERS : 37117 | 37117 IPOLL PERCENTAGE : 46.25% | PERCENTAGE : 46.25% VALID VOTES : 36471 


Constituency : 154. TALTOLA (SC) 


1. SUMANTA KR. HIRA M CPM 18114 47.49% 
2. ARADHENDU SEKHAR NASKAR M INC 11342 29.73% 
3. SHIW PRASANNA DAS M _ JNP 5970 15.65% 
4. BANARASHI DAS M~ CPI 2490 6.53% 
5. UTPAL KANTI MANDAL M_ IND 131 0.34% 
6. UPENDRA NATH HALDER M_ IND 98 0.26% 


ELECTORS : 84512 VOTERS : 38949 POLL PERCENTAGE : 46.09% | | VALID VOTES : 38145 
Constituency : 155. BELIAGHATA 





1. KRISHNA PADA GHOSH M CPM 29201 55.82% 
2. PREMANANDA BOSE M_ JNP 11710 22.38% 
3. ANANTA KUMAR BHARATI M _— INC 10926 20.89% 
4. SUDHANSHU NATH DAS M_ IND 287 0.55% 
5. SHANKAR CHAKRABORTY M_ IND 131 0.25% 
6. KARUNA NIDHAN ROY M_ IND 60 0.11% 


ELECTORS: 104350 104350 }VOTERS : 53231 | 53231 IPOLL PERCENTAGE : 51.01% | PERCENTAGE : 51.01% VALID }VALID VOTES: 592315] }VALID VOTES: 592315] 2315 


Constituency : 156- SEALDAH 


1. BINOY BANERJEE M_ JNP 13300 36.89% 
2. AMAR PRASAD CHAKARABORTY M_ FBL 11140 30.90% 
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No. CANDIDATE SEX PARTY VOTES % 


3. SOMENDRA NATH MITRA M INC 8397 23.29% 
4. SHIV KUMAR KHANNA IND 3213 8.91% 


ELECTORS: 77348 77348 |VOTERS : 36622 36622 IPOLL PERCENTAGE : 47.35% | PERCENTAGE : 47.35% VALID /VALID VOTES: 36050 /VALID VOTES: 36050 


Constituency : 157. VIDYASAGAR 





1. SAMAR KUMAR RUDRA M CPM 18407 41.71% 
2. TAPAN KUMAR SIKDAR M_ JNP 14259 32.31% 
3. MD. SHAMSUZZOHA M INC 10668 24.18% 
4. S.M.M. AHEMED M_ IND 347 0.79% 
5. MD. SAMIUDDIN M_ IND 276 0.63% 
6. SUBRATA KUMAR NEOGY M_ IND 138 0.31% 
7. SUSHOVAN BANERJEE M_ IND 32 0.07% 





ELECTORS: 103076 | 103076 }VOTERS : 44853 | 44853 POLL PERCENTAGE : 43.51% VALID VOTES : 44127 


Constituency : 158- BURTOLA 


1. NIKHIL DAS M_ RSP 21244 39.72% 
2. AJITKUMAR PANDA M_ INC 16583 31.01% 
3. KAMALA SARKAR F JNP 14669 27.43% 
4. ASIM BANERJEE M_ IND 551 1.03% 
5. TARAPADA MANNA M_ IND 170 0.32% 
6. AMALENDU ROY M_ IND 154 0.29% 
7. SANAT KUMAR MALLIK M_ IND 110 0.21% 


ELECTORS: 114793 114793 }VOTERS : 54248 | 54248 POLL PERCENTAGE : 47.26% VALID VOTES : 53481 


Constituency : 159. MANICKTOLA 


1. SUHRID MULLICK CHOWDHURY M CPM 26945 48.93% 
2. ASHOK DAS GUPTA M _ JNP 12930 23.48% 
3. PRADIP SARKAR M INC 11109 20.17% 
4. ILA MITRA F CPI 27715 5.04% 
5. FATIK GHOSH M_ SUC 867 1.57% 
6. SUKHOMOY DUTTA ROY M_ IND 302 0.55% 
7. SANTI RANJAN SINHA ROY M_ IND 142 0.26% 


ELECTORS: 106411 | 106411 |VOTERS : 55869 | 55869 POLL PERCENTAGE : 52. IPOLL PERCENTAGE : 52.50% | VALID }VALID VOTES: 55070] }VALID VOTES: 55070] 


Constituency : 160- BELGACHIA WEST 





1. LAKSHMI CHARAN SEN M CPM 23954 45.11% 
2. BHUPENDRA NATH SEN GUPTA M_— INC 14717 27.72% 
3. DIBAKAR KUNDU M_ JNP 14357 27.04% 
4. KARUNA NIDHAN ROY M_ IND 72 0.14% 


ELECTORS : 100049 VOTERS : 53874 POLL PERCENTAGE : 53.85% VALID VOTES : 53100 


Constituency : 161- BALLY 





1, PATIPABAN PATHAK M CPM 28632 59.22% 
2. GANESH PATHAK M_ INC 12353 25.55% 
3. TARAK BANERJEE M_ IND 3773 7.80% 
4. BHABANI SANKAR MUKHERJEE M_ JNP 3407 7.05% 
5. MADAN KUMAR SINGH M_ IND 183 0.38% 


ELECTORS: 104581 | 104581 VOTERS : }VOTERS : 49097 | IPOLL PERCENTAGE : 46.95% | PERCENTAGE : 46.95% VALID }VALID VOTES: 48348 | }VALID VOTES: 48348 | 


Constituency : 162. HOWRAH NORTH 


1. CHITABRATA MAZUMDAR M CPM 27552 48.50% 
2. SUPRIYA BASU M_ INC 18123 31.90% 
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No. CANDIDATE SEX PARTY VOTES % 


3. LALTA PRASAD ASTHANA M_ JNP 10967 19.30% 
4. HARGOVIND PANDEY IND 169 0.30% 


ELECTORS: 122098 | 122098 |VOTERS : 58046 | 58046 IPOLL PERCENTAGE : 47.54% | PERCENTAGE : 47.54% VALID }VALID VOTES: 56811 | }VALID VOTES: 56811 | 1 


Constituency : 163- HOWRAH CENTRAL 





1. SUDHINDRA NATH KUMAR M_ IND 21502 44.50% 
2. SUKUMAR BANERJEE M_ JNP 15471 32.02% 
3. MRITYNJOY BANERJEE M_— INC 10717 22.18% 
4. GANESH SINGH M_ IND 496 1.03% 
5. NABAKUMAR HAZRA M_ IND 132 0.27% 


ELECTORS: 99503 | 99503 }VOTERS : 49070 | 49070 IPOLL PERCENTAGE : 49.32% | PERCENTAGE : 49.32% VALID /VALID VOTES: 48318 | /VALID VOTES: 48318 | 


Constituency : 164- HOWRAH SOUTH 





1. PRALEY TALUKDAR M CPM 25559 52.59% 
2. AMBIKA PRASAD BANERJEE M INC 12552 25.83% 
3. SHANTI KUMAR DAS GUPTA M _ JNP 8518 17.53% 
4. JAIJAIRAM SINGH M_ IND 1497 3.08% 
5. GANAPATI YADAV M_ IND 472 0.97% 


ELECTORS: 105817 | 105817 }VOTERS : 49576 | 49576 IPOLL PERCENTAGE : 46.85% | PERCENTAGE : 46.85% VALID }VALID VOTES: 48598 | }VALID VOTES: 48598 | 


Constituency : 165. SHIBPUR 





1. KANAILAL BHATTACHARYYA M~ FBL 41850 61.81% 
2. MRIGENDRA MUKHERJEE M INC 14856 21.94% 
3. BINODANANDA BANERJEE M_ JNP 10539 15.57% 
4. JANARLAL ROY M_ IND 224 0.33% 
5. JIBANDHAN MUKHOPADHYA M IND 133 0.20% 
6. AJOY CHOWDHYRY M_ IND 105 0.16% 


ELECTORS : ELECTORS: 125627 | }VOTERS : 68879 | 68879 IPOLL PERCENTAGE : 54.83% | PERCENTAGE : 54.83% VALID /VALID VOTES: 67707] /VALID VOTES: 67707] 


Constituency : 166- DOMJUR 


1. JOYKESH MUKHERJEE M CPM 37364 65.12% 
2. KRISHNA PADA ROY M INC 12788 22.29% 
3. SAILEN PARBAT M_ JNP 7228 12.60% 


ELECTORS : 95190 VOTERS : 58213 POLL PERCENTAGE : 61.15% VALID VOTES : 57380 


Constituency : 167- JAGATBALLAVPUR 





1. M. ANSARUDDIN M CPM 34733 63.03% 
2. BRINDABAN GHOSH M_ INC 12976 23.55% 
3. KANAL LAL GHOSH JNP 7393 13.42% 


ELECTORS: 90160 | 90160 }VOTERS : 56043 56043 IPOLL PERCENTAGE : 62.16% | PERCENTAGE : 62.16% VALID }VALID VOTES: 55102 | }VALID VOTES: 55102 | 5102 


Constituency : 168. PANCHLA 





1. SANTOSH KUMAR DAS M~ FBL 30255 49.22% 
2. ANWAR ALI SEKH M _— INC 28802 46.86% 
3. HAREN POYRA M_ JNP 1341 2.18% 
4. CHITTARANJAN SAHA M IND 591 0.96% 
5. GIRISH CHANDRA MANDAL M_ IND 477 0.78% 


ELECTORS: 86816 | 86816 VOTERS : }VOTERS : 62491 IPOLL PERCENTAGE : 71.98% | PERCENTAGE : 71.98% VALID /VALID VOTES: 61466 | /VALID VOTES: 61466 | 


Constituency : 169- SANKRAIL (SC) 
1. HARAN HAZRA M CPM 33650 61.20% 
2. NITYANANDAA BHUNIYA M_JNP 12335 22.43% 
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No. CANDIDATE SEX PARTY VOTES % 
3. ARABINDA NASKAR M_ INC 9000 16.37% 
ELECTORS : 84199 VOTERS : 55834 POLL PERCENTAGE : 66.31% | [VALID VOTES: 54985 
Constituency : 170- ULUBERIA NORTH (SC) 
1. RAJ KUMAR MNDAL M CPM 33686 66.08% 
2. ARUN PRAMANIK M_ JNP 9469 18.57% 
3. GOBINDA SINGH M_ INC 7175 14.07% 
4. KALIPADA MANDAL MIND 462 0.91% 
5. NIHAR SAHA FIND 187 0.37% 


ELECTORS : 93202 VOTERS : 51672 


POLL PERCENTAGE : 55.44% VALID VOTES : 50979 





Constituency : 


an & WN 


171. ULUBERIA SOUTH 
AUROBINDA GHOSAL 
ABANI BASU 
RABINDRA GHOSH 
JAYANTA BANDYOPADHYAY 
MANOJ KUMAR PRAMANIK 


ZSEEEE 


ELECTORS : 


FBL 
IND 
IND 
INC 
IND 


59.75% 


90066 VOTERS : 53818 POLL PERCENTAGE : 


25262 
14110 
8152 
5093 
424 


47.63% 
26.60% 
15.37% 
9.60% 
0.80% 


VALID VOTES : 53041 





Constituency : 


1 
2 
3. 
4 


ELECTORS : 93468 VOTERS : 60442 


. SASABINDU BERA 
. KISHORI MOHAN MOINAN 


172- SHYAMPUR 


SISIR KUMAR SEN 
MANO MOHAN MAITI 


ZEEE 


JNP 
FBL 
INC 
IND 


21723 
21309 
16305 

492 


36.31% 
35.62% 
27.25% 

0.82% 


POLL PERCENTAGE : 64.67% VALID VOTES : 59829 





Constituency : 


nA WN 


ELECTORS : 91111 VOTERS : 59599 


173- BAGNAN 
NIRUPAMA CHATTERJEE 
SUSHANTA BHATTACHARYA 
MANIK MITRA 
BINADA NANDA BANERJEE 
SANTA KUMAR POLLEY 


ZSEEESE 


CPM 
INC 
JNP 
IND 
IND 


33729 
17852 
7027 
194 
182 


57.18% 
30.27% 
11.91% 
0.33% 
0.31% 


POLL PERCENTAGE : 65.41% VALID VOTES : 58984 





Constituency : 


In 
2. 
3. 
4. 


174. KALYANPUR 
NITAI CHARAN ADAK 
ARABINDA ROY 
ASIT MITRA 
ALI ANSAR 


ZEEE 


CPM 


JNP 
INC 
CPI 


24520 


14181 
9320 
2838 


48.21% 
27.88% 
18.33% 

5.58% 


ELECTORS : 80601 VOTERS : 51532 POLL PERCENTAGE : 63.93% VALID VOTES : 50859 





Constituency : 


an WN 


175. AMTA 
BARINDRA NATH KOLEY 
AFTABUDDIN MONDAL 
BHABANI CHARAN PRAMANIK 
SURAT MALLICK 
GOPAL CHANDRA KARAR 


SEEEE 


CPM 


INC 
JNP 
IND 
IND 


33747 
10527 


5071 


817 


418 


66.72% 
20.81% 
10.03% 
1.62% 
0.83% 


ELECTORS : 88355 VOTERS : 51198 POLL PERCENTAGE : 57.95% VALID VOTES : 50580 





Constituency : 176- UDAYNARAYANPUR 
1. PANNALAL MAJHI M CPM 32400 58.84% 
2. SAROJ KARAR M_ INC 18137 32.94% 
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No. CANDIDATE SEX PARTY VOTES % 


3. PRADHAN ROY M_ JNP 3737 6.79% 
4. ARDHENDU HAZRA M_ IND 560 1.02% 
5. NIHAR SAHA IND 230 0.42% 


ELECTORS: 84514 84514 |VOTERS : 55756 | 55756 IPOLL PERCENTAGE : 65.97% | PERCENTAGE : 65.97% VALID }VALID VOTES: 55064 | }VALID VOTES: 55064 | 


Constituency : 177- JANGIPARA 
1. MANINDRA NATH JANA M CPM 32738 61.38% 
2. GANESH CHANDRAJ HATUI M INC 13099 24.56% 
3. MURARI MOHAN KUNDU JNP 7502 14.06% 


ELECTORS: 87747 87747 VOTERS : |VOTERS: 54156 | IPOLL PERCENTAGE : 61.72% | PERCENTAGE : 61.72% VALID /VALID VOTES: 53339 | /VALID VOTES: 53339 | 3339 


Constituency : 178. CHANDITALA 





1. MALIN GHOSH M CPM 37243 70.67% 
2. SEKH ABDUR RAHIM M_ JNP 9520 18.07% 
3. MD. SAFIULLA M_— INC 5677 10.77% 
4. TAPAN KUMAR CHAKRABARTY M_ IND 25:1 0.49% 


ELECTORS : 90798 VOTERS : 53702 POLL PERCENTAGE : 59.14% VALID VOTES : 52697 


Constituency : 179. UTTARPARA 





1. SANTASHREE CHATTOPADHYAY M CPM 36434 63.98% 
2. KASHINATH BANERJEE M_ JNP 10770 18.91% 
3. ALOK ROY M_ IND 9373 16.46% 
4. MURALI SINGH M_ IND 373 0.65% 


ELECTORS : 91564 VOTERS : 57917 POLL PERCENTAGE : 63.25% VALID VOTES : 56950 


Constituency : 180. SERAMPORE 





1. KAMAL KRISHNA BAHATTACHARAYYA M CPM 32732 52.31% 
2. GOPAL DAS NAG M INC 21113 33.74% 
3. NIRMAL CHANDRA LAHIRI M_ JNP 7686 12.28% 
4. SHIB RANJAN PANDEY M_ IND 600 0.96% 
5. DEB KUMAR SHARMA M_ IND 233 0.37% 
6. MAHINDRA NATH SARKAR MIND 205 0.33% 


ELECTORS: 103084 | 103084 |VOTERS : 63608 | 63608 IPOLL PERCENTAGE : 61.71% | PERCENTAGE : 61.71% VALID }VALID VOTES: 62569 | }VALID VOTES: 62569 | 


Constituency : 181. CHAMPDANI 





1. SAIDNDRA NATH CHATTOPADHYAY M CPM 35111 63.58% 
2. BIBASH CHANDRA GHOSH M _ JNP 9123 16.52% 
3. GHANSHYAM AGARWALA M INC 7436 13.47% 
4. ASIMESH GOSWAMI M~ CPI 3102 5.62% 
5. SUNIL KUMAR DAS PAI M_ IND 452 0.82% 


ELECTORS: 100080 | 100080 }VOTERS : 56388 56388 IPOLL PERCENTAGE : 56.34% | PERCENTAGE : 56.34% VALID }VALID VOTES: 55224 | }VALID VOTES: 55224 | 


Constituency : 182. CHANDERNAGORE 





1. BHABANI MUKHERJEE M CPM 40681 67.28% 
2. ASIT MUKHOPADHYAY M _— INC 11100 18.36% 
3. SUPRABHAT BASU M_ JNP 8280 13.69% 
4. PRAKASH CHANDRA DAS M_ IND 404 0.67% 


ELECTORS: 104315 104315 |VOTERS: 61373 61373 IPOLL PERCENTAGE : 58.83% | PERCENTAGE : 58.83% VALID /VALID VOTES: 60465 | /VALID VOTES: 60465 | 


Constituency : 183. SINGUR 
1. GOPAL BANDNOPADHYAY M CPM 29358 50.10% 
2. TARAPADA SADHUKHAN M IND 13541 23.11% 
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No. CANDIDATE 


3. BHOTNATH BHATTACHARYYA 
4, PROBHAKAR PAL 
5. GOPAL CHANDRA DAS 


SEX 


M 
M 


PARTY 


IND 
JNP 
CPI 


VOTES 


6670 
6043 
2985 


% 


11.38% 
10.31% 
5.09% 


ELECTORS: 84628 | 84628 }VOTERS : 59649 59649 IPOLL PERCENTAGE : 70.48% | PERCENTAGE : 70.48% VALID }VALID VOTES: 58597 }VALID VOTES: 58597 8597 


184. HARIPAL 
BALAI BANDHOPADHYAY 
CHANDRASEKHAR BANIK 
SAILENDRA NATH CHATTOPADHYAY 
CHITTARANJAN BOSE 
SATISH CHANDRA MAL 


ELECTORS: 74763 74763 }VOTERS : 51140 | 51140 


185- TARAKESWAR 
RAM CHATTERJEE 
AJIT BOSE MULLIK 
BALAILAL SHETCH 
SUSHIL CHANDRA KUMAR 
DHRUBA JYOTI BHATTACHARYA 


Constituency : 


ly Re de S95 


Constituency : 


$n eS 


POLL PERCENTAGE : 


ZSEEEE 


ZSEEESE 


CPM 
INC 
JNP 
WPI 
IND 


68.40% 


IND 
JNP 
INC 
IND 
IND 


24204 
10371 
8090 
7027 
640 


48.09% 
20.61% 
16.07% 
13.96% 

1.27% 


VALID VOTES : 50332 


25504 
12999 
7180 
564 
254 


54.85% 
27.95% 
15.44% 
1.21% 
0.55% 


ELECTORS: 70759 70759 }VOTERS : 47294 | 47294 IPOLL PERCENTAGE : 66.84% | PERCENTAGE : 66.84% VALID VOTES : 46501 


186 - CHINSURAH 
SAMBHU CHARAN GHOSH 
ADHYAPAK CHANDRA KUMAR DEY 
MANIK CHANDRA CHANDA 
ADHYAPAK TARASANKAR CHATTOPADHYA 
NEPAL LAL CHOWDHURY 


ELECTORS: 86933 86933 }VOTERS : 47226 | 47226 


Constituency : 187- BANSBERIA 
PRABIR KUMAR SEN GUPTA 
SANAT MAJUMDAR 

AJIT KUMAR GHOSH 
SHEOMANGAL SINGH 
PRABIR KUMAR MAZUMDER 


Constituency : 


LON SBS: oN 


A Pe NS 


POLL PERCENTAGE : 


ZSEEEE 


SE EEE 


FBL 
INC 
JNP 
IND 
IND 


54.32% 


CPM 
JNP 
INC 
IND 
IND 


28632 
8499 
5885 
2287 
1049 


61.77% 
18.34% 
12.70% 
4.93% 
2.26% 


VALID VOTES : 46352 


30719 
10460 
6313 
2379 
162 


61.40% 
20.91% 
12.62% 
4.75% 
0.32% 


ELECTORS: 86201 86201 VOTERS : }VOTERS : 50929 | IPOLL PERCENTAGE : 59.08% | PERCENTAGE : 59.08% VALID /VALID VOTES: 50033 | /VALID VOTES: 50033 | 


Constituency : 


188 - BALAGARH (SC) 
ABIMNASH PRAMANIK 
GAURANGA HALDER 
HARE KRISHNA DAS 
HARAYAN SARDAR 
MUKUNDALAL BEG 


ELECTORS : ELECTORS: 73598 | VOTERS : |VOTERS : 46900 


189. PANDUA 


ns NO 


Constituency : 


1. DEB NARAYAN CHAKRABARTY 
2. SAILENDRA CHATTOPADHYAY 
3. HAMIDUL HOQUE 

4. SRI DIBENDU KUMAR KUNDU 
5. RAM DAYAL GHOSH 


ZSEEESE 


POLL PERCENTAGE : 


ZSEEEE 


CPM 
INC 
JNP 
IND 
IND 


63.72% 


CPM 
INC 
JNP 
IND 
IND 


28371 
8291 
7562 
1672 

125 


61.65% 
18.02% 
16.43% 
3.63% 
0.27% 


VALID VOTES : 46021 


32804 
13947 
5169 
1169 
192 


61.57% 
26.18% 
9.70% 
2.19% 
0.36% 
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No. 


CANDIDATE 


SEX PARTY 


VOTES 


% 


ELECTORS : 85489 VOTERS : 54276 POLL PERCENTAGE : 63.49% VALID VOTES : 53281 





Constituency : 


1 
2 
3% 
4. 


190- POLBA 


. BROJOGOPAL NEOGY 
. BHABANI PROSAD SINGHA ROY 


PRABHAT PALIT 
NAJIBUL HOSSAIN 


CPM 
INC 
JNP 
IND 


ZEEE 


26572 
13070 
9900 
94 


53.53% 
26.33% 
19.95% 

0.19% 


ELECTORS: 75345 75345 }VOTERS : 50479 50479 IPOLL PERCENTAGE : 67.00% | PERCENTAGE : 67.00% VALID /VALID VOTES: 49636 | /VALID VOTES: 49636 | 





Constituency : 


1 
2 
3. 
4. 


191. DHANIAKHALI (SC) 


. KRIPA SINDHU SAHA 
. KASHINATH PATRA 


BAIDYANATH SAHA 
PANCHU GOPAT MULIK 


FBL 
INC 
JNP 
IND 


ZEEE 


26740 
10138 
8204 
542 


58.61% 
22.22% 
17.98% 

1.19% 


ELECTORS: 72763 72763 }VOTERS : 46514 | 46514 IPOLL PERCENTAGE : 63.93% | PERCENTAGE : 63.93% VALID }VALID VOTES: 45624 | }VALID VOTES: 45624 | 





Constituency : 


ON Sy Le De 


192. PURSURAH 
MANORANIJAN HAZRA 


DURGA CHARAN CHAKRABARTY 
MAHADEV MUKHOPADHYA 


SEKH ABDUL KASHEM 
H. M. RAFLKUL WAHAB 
RAMPADA MAITI 


CPM 
JNP 
INC 
IND 
IND 
IND 


ZSEEEEE 


19710 
19494 
4785 
3891 
701 
112 


40.48% 
40.03% 
9.83% 
7.99% 
1.44% 
0.23% 


ELECTORS: 81444 81444 }VOTERS : 49247 | 49247 IPOLL PERCENTAGE : 60.47% | PERCENTAGE : 60.47% VALID !VALID VOTES: 48693 | !VALID VOTES: 48693 | 


Constituency : 193. KHANAKUL (SC) 





1. PANCHANAN DIGPATI M_ JNP 20523 42.09% 
2. SACHINDRA NATH HAZRA M CPM 20353 41.75% 
3. BASUDEV HAZRA INC 7879 16.16% 


ELECTORS: 89059 89059 }VOTERS : 49430 49430 IPOLL PERCENTAGE : 55.50% | PERCENTAGE : 55.50% VALID }VALID VOTES: 48755 | }VALID VOTES: 48755 | 


Constituency : 194. ARAMBAGH 
1. AJOY KR. DEY M JNP 31304 57.74% 
2. MADAN MOHAN SAHA M CPM 13935 25.70% 
3. SK. ABDUL MANNAN M INC 8440 15.57% 
4. SK. SAHABUDDIN AHMED M IND 539 0.99% 


ELECTORS : ELECTORS: 94002 | }VOTERS : 54847 | 54847 IPOLL PERCENTAGE : 58.35% | PERCENTAGE : 58.35% VALID }VALID VOTES: 54218 | }VALID VOTES: 54218 | 18 


Constituency : 195. GOGHAT (SC) 





Sn Be Nb 


NANURAM ROY 

ARATI BISWAS 

MADAN MOHAN MEDDA 
GOPAL MALLIK 
MANORANJAN BARUI 


M_ JNP 
F FBL 
M INC 
M_ IND 
M_ IND 


20642 
17599 


5160 


1493 
333 


45.64% 
38.91% 
11.41% 
3.30% 
0.74% 


ELECTORS: 87011 87011 }VOTERS : 45833 | 45833 IPOLL PERCENTAGE : 52.67% | PERCENTAGE : 52.67% VALID }VALID VOTES: 45227] }VALID VOTES: 45227] 


Constituency : 


1 
2 
3. 
4 


196 - CHANDRAKONA 


. UMAPATI CHAKRABARTY 
. JAGANNATH GOSWAMI 

RAMDAS RAMANUJDAS MAHANTA 
. SATYA GHOSAL 


CPM 
INC 
JNP 
CPI 


ZEEE 


22402 
8919 


8045 


7184 


48.12% 
19.16% 
17.28% 
15.43% 
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No. CANDIDATE 


SEX PARTY 


VOTES 


% 


ELECTORS : 82976 VOTERS : 47432 POLL PERCENTAGE : 57.16% VALID VOTES : 46550 








Constituency : 197. GHATAL (SC) 
1. GOPAL MONDAL M CPM 21937 53.99% 
2. BANESWAR SAHA M JNP 13681 33.67% 
3. BIMALENDU DOLUI INC 5017 12.35% 
ELECTORS : 79520 VOTERS : 41343 POLL PERCENTAGE : 51.99% VALID VOTES : 40635 
Constituency : 198. DASPUR 
1. PRABHAS CHANDRA PHADIKAR M CPM 25456 57.08% 
2. BANKIM CHANDRA SASHMAL M JNP 11319 25.38% 
3. ARABINDA MAITI INC 7824 17.54% 


ELECTORS: 81543 81543 }VOTERS: 45168 | 45168 IPOLL PERCENTAGE : 55.39% | PERCENTAGE : 55.39% VALID /VALID VOTES: 44599 | 445 /VALID VOTES: 44599 | 


199. NANDANPUR 
MANORANJAN ROY 
JAGADISH CH. MAJHI 
NIRMAL CH. MAITI 
CHIRRARANJAN DAS THAKUR 
SUDHIR CHANDRA BERA 
SURYA KR. GHOSH 


Constituency : 


Nn RN) Bs SN 


SEEESEE 


CPM 
JNP 
INC 
CPI 
IND 
IND 


17024 
11778 
11298 
2392 
1502 
44 


38.66% 
26.75% 
25.66% 
5.43% 
3.41% 
0.10% 


ELECTORS: 71716 | 71716 VOTERS : }VOTERS : 44659 | 9 IPOLL PERCENTAGE : 62.27% | PERCENTAGE : 62.27% VALID /VALID VOTES: 44038 | /VALID VOTES: 44038 | 


200 - PANSKURA WEST 


Constituency : 


1. SK.OMKAR ALI 

2. JATIKUMAR ROY 

3. SK. FAYES ALI 

4. CHITTARANJAN CHAKRABARTY 


SEEE 


CPI 
JNP 
CPM 
INC 


15497 
15004 
9533 
77115 


32.46% 
31.42% 
19.96% 
16.16% 


ELECTORS : 77351 VOTERS : 48482 POLL PERCENTAGE : 62.68% VALID VOTES : 47749 





201. PANSKURA EAST 


Constituency : 
1. SWADES RANJAN MAJI 
2. ADHIR KUMAR CHATTERJEE 
3. GITA MUKHOPADHYAY 
4. JAGADIS PRASAD GAURI 


Z™EE 


JNP 
FBL 
CPI 

INC 


15231 
10788 
9837 
9782 


33.37% 
23.64% 
21.55% 
21.43% 


ELECTORS : 80321 VOTERS : 46268 POLL PERCENTAGE : 57.60% VALID VOTES : 45638 











Constituency : 202- TAMLUK 
1. BISWANATH MUKHOPADHYAY M CPI 14449 27.13% 
2. SUKUMAR DAS M INC 14333 26.91% 
3. PANNALAL BHATTACHARYYA M JNP 12382 23.25% 
4. DEBA PRASAD BHOWMIK M CPM 10388 19.50% 
5. RADHABALLAV BERA M IND 780 1.46% 
6. BANESWAR DAS M IND 521 0.98% 
7. JAGADISH CHANDRA SI M IND 264 0.50% 
8. SURENDRA NATH GORAI M IND 146 0.27% 

Constituency : 203. MOYNA 


1. PULAK BERA 
2. BHUSHAN CH. DOLAI 
3. MANORANJAN ADGIRI 


CPM 
INC 
JNP 


19054 
17585 
9152 


34.71% 
32.04% 
16.67% 
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No. 


CANDIDATE 


4. KANAI BHOWMIK 


SEX PARTY 


CPI 


VOTES 
9099 


% 


16.58% 





Constituency : 204. MAHISHADAL 
1. SASWATI BAG M JNP 23422 50.37% 
2. DINABANDHU MANDAL M CPM 9213 19.81% 
3. AHINDRA MISRA M INC 5969 12.84% 
4. JAGADINDRA MAITI M CPI 5848 12.58% 
5. MANORANJAN MAITI M IND 2044 4.40% 


ELECTORS: 76247 76247 |VOTERS : 47086 | 47086 IPOLL PERCENTAGE : 61.75% | PERCENTAGE : 61.75% VALID /VALID VOTES: 46496 | /VALID VOTES: 46496 | 





Constituency : 205. SUTAHATA (SC) 
1. SHIBA NATH DAS M JNP 20842 37.74% 
2. LAKSHMAN CHANDRA SETH M CPM 19151 34.68% 
3. NARENDRA NATH PATRA M INC 8623 15.61% 
4. BIDHU BHUSAN KARAN M CPI 6342 11.48% 
5. HARAHARI DEB M IND 265 0.48% 





Constituency : 206- NANDIGRAM 
1. PRABIR JANA M JNP 26388 44.62% 
2. BHUPAL CHANDRA PANDA M CPI 12135 20.52% 
3. RABINDRA NATH MAITI M CPM 10744 18.17% 
4. RAMESH GHORAI M INC 8932 15.10% 
5. SUNIL BARAN MAITI M IND 382 0.65% 
6. SYED ASAF ALI M IND 352 0.60% 
7. SITANGSU SEKHAR DAS M IND 205 0.35% 





ELECTORS: 95586 95586 VOTERS : }VOTERS : 59977 | IPOLL PERCENTAGE : 62.75% | PERCENTAGE : 62.75% VALID }VALID VOTES: 59138 | }VALID VOTES: 59138 | 138 


Constituency : 207- NARGHAT 
1. BANKIM BEHARI MAITI M JNP 27535 51.45% 
2. SARADINDU SAMANTA M INC 16503 30.84% 
3. SWADESH KUMAR MANNA CPM 9481 17.72% 


ELECTORS : ELECTORS: 91554 1554 }VOTERS: 54214 54214 IPOLL PERCENTAGE : 59.22% | PERCENTAGE : 59.22% VALID }VALID VOTES: 53519 | 535 }VALID VOTES: 53519 | 





Constituency : 208- BHAGABANPUR 
1. HARIPADA JANA M INP 24318 49.96% 
2. PRASANTA KR. PRADHAN M CPM 15041 30.90% 
3. NARAYAN DAS M_ INC 4201 8.63% 
4. JAGADISH CH. PAL MIND 2686 5.52% 
5. BIMALJANA M_ SUC 2428 4.99% 


ELECTORS: 77569 | 71569 }VOTERS: 49165 49165 IPOLL PERCENTAGE : 63.38% | PERCENTAGE : 63.38% VALID /VALID VOTES: 48674 | /VALID VOTES: 48674 | 





Constituency : 209. KHAJURI (SC) 
1. SUNIRMAL PAIK M JNP 19071 43.76% 
2. SUNIL SIT M CPM 10007 22.96% 
3. MEGHNATH MONDAL M INC 8524 19.56% 
4. LALBEHARI DAS M IND 5345 12.27% 
5. MAKHANLAL MANDAL M IND 419 0.96% 
6. JALADHAR PATRA M IND 212 0.49% 


ELECTORS: 77440 77440 }VOTERS : 44266 | 44266 IPOLL PERCENTAGE : 57.16% | PERCENTAGE : 57.16% VALID }VALID VOTES: 43578 | }VALID VOTES: 43578 | 
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No. CANDIDATE SEX PARTY VOTES % 
Constituency : 210- CONTAI NORTH 

1. RASBEHARI PAL M_JNP 25177 49.03% 
2. SAILAJA DAS M_ INC 9834 19.15% 
3. ANURUP PANDA M CPM 9387 18.28% 
4. SUKHENDU MAITI M CPI 5082 9.90% 
5. HARIPADA GIRI MIND 840 1.64% 
6. JAGABANDHU MANDAL MIND 751 1.46% 
7. NIKHILESH NANDA MIND 276 0.54% 





ELECTORS : 87256 VOTERS : 51954 POLL PERCENTAGE : 59.54% VALID VOTES : 51347 
Constituency : 211. CONTAI SOUTH 





1. SATYA BRATA MAITI M_ JNP 32148 72.42% 
2. SUDHIR CHANDRA DAS M_ IND 4556 10.26% 
3. RAM SANKAR KAR M CPM 4388 9.89% 
4. JYOTIRMOY KAR M_ INC 3296 7.43% 


Constituency : 212. RAMNAGAR 


POLL PERCENTAGE : 54.38% 


VALID VOTES : 44388 





1. BALAILAL DAS MAHAPATRA M_ JNP 19742 42.43% 
2. ROHINI KARAN M CPM 14071 30.24% 
3. RADHAGOBINDA BISHAL M_ IND 7166 16.69% 
4. HEMANTA DUTTA M INC 4951 10.64% 


ELECTORS : 96762 VOTERS : 47159 POLL PERCENTAGE : 48.74% VALID VOTES : 46530 
Constituency : 213. EGRA 





1. PRABODH CHANDRA SINHA M_ JNP 32017 68.37% 
2. ANADINANDAN DAS M CPM 7536 16.09% 
3. RADHASHYAM JANA M INC 6264 13.38% 
4. DINABANDHU MAITI M_ IND 1011 2.16% 


ELECTORS : 83310 VOTERS : 47440 POLL PERCENTAGE : 56.94% VALID VOTES : 46828 
Constituency : 214. MUGBERIA 


1. KIRANMAY NANDA M_ JNP 21863 46.94% 
2. AMARENDRA KRISHNA GOSWAMI M CPM 14063 30.19% 
3. KALYAMN KUMAR MAITI M_ INC 7079 15.20% 
4. PANKAJ BEHARI KHATUA M_ IND 3476 746% 
5. AMIYA KUMAR BAG M_ IND 95 0.20% 


ELECTORS : 78446 VOTERS : 47270 POLL PERCENTAGE : 60.26% VALID VOTES : 46576 


Constituency : 215. PATASPUR 


1. JANMEJOY OJHA M _ JNP 20461 37.65% 
2. BARENDRA NATH PATRA M_ INC 13890 25.56% 
3. KAMAKHYA NANDAN DAS MAHAPATRA M~ CPI 11813 21.73% 
4. ACHARYA RAMESH M CPM 8188 15.06% 


ELECTORS : 78222 VOTERS : 55038 POLL PERCENTAGE : 70.36% VALID VOTES : 54352 
Constituency : 216- SABANG 


1. GOURANGA SAMANTA M~ BBC 19730 41.94% 
2. SURYA KANTA MAHAPATRA M_ JNP 13425 28.54% 
3. GOPAL CHANDRA DAS ADHIKARI M INC 12569 26.72% 
4. TUHIN BARAN MAITI M_ IND 1016 2.16% 
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No. 
Die 


ELECTORS : 70420 VOTERS : 47840 


CANDIDATE 


AKASH PATTANAYAK 


SEX PARTY 


IND 


POLL PERCENTAGE : 67.94% 


VOTES 
303 


% 


0.64% 


VALID VOTES : 47043 





Constituency : 217. PINGLA 
1. HARIPADA JANA M JNP 14328 31.76% 
2. BIJOY DAS M INC 13030 28.88% 
3. MALATI BHUSAN HAZRA M RCI 10218 22.65% 
4. SACHHIKANTA SAMANTA M IND 6953 15.41% 
5. BANESWAR BHATTACHARYA M IND 588 1.30% 


ELECTORS : 70739 VOTERS : 45761 POLL PERCENTAGE : 64.69% VALID VOTES : 45117 





Constituency : 218- DEBRA 
1. SYED MORAZZAM HOSSAIN M CPM 16581 37.95% 
2. SUKUMAR DAS M INC 13979 32.00% 
3. SUDHIR KUMAR PANDIT M JNP 12923 29.58% 
4. KISHORI MOHAN MANDAL M IND 204 0.47% 


ELECTORS : 71136 VOTERS : 44447 POLL PERCENTAGE : 62.48% VALID VOTES : 43687 
Constituency : 219. KESHPUR (SC) 





1, 
pi 
3: 
4. 


RAJANI KANTA DOLOI 
AJOY KUMAR DOLUI 
GANGAPADA KUAR 
SUBAL DOLUI 


INC 
CPM 
JNP 
CPI 


ZEEE 


20210 
12737 
11596 

5791 


40.15% 
25.30% 
23.04% 
11.51% 


ELECTORS : 78669 VOTERS : 51090 POLL PERCENTAGE : 64.94% VALID VOTES : 50334 





Constituency : 


an WN 


71274 VOTERS : 42995 


220- GARHBETA EAST 


SUBHENDU MONDAL 
PANCHANAN SINHA ROY 
SAROJ ROY 

SARAT KUMAR ROY 
AFRAPUDDIN KHAN 


ELECTORS : 


CPM 
JNP 
CPI 
INC 
IND 


ZSEEESE 


13498 
11212 
8245 
7985 
1036 


32.16% 
26.71% 
19.64% 
19.02% 

2.47% 


POLL PERCENTAGE : 60.32% VALID VOTES : 41976 





Constituency : 221. GARHBETA WEST (SC) 


. SANTOSH BISUI 
. KRISHANA PRASAD DULEY 


1 
2 
3. 
4 


ELECTORS : 81925 VOTERS : 47665 


KALIKINKAR CHALAK 
MADAN MOHAN GURIA 


CPM 
CPI 
JNP 
INC 


ZEEE 


17442 
11666 
11007 

6368 


37.52% 
25.10% 
23.68% 
13.70% 


POLL PERCENTAGE : 58.18% VALID VOTES : 46483 





Constituency : 


oN NDMP WN 


80236 VOTERS : 46381 


222- SALBANI 
SUNDAR HAZRA 
BASANTI MAHATA 
THAKUR DAS MAHATA 
LAL BAHADUR SANTRA 
JOGENDRANATH SAREN 
RAJ KUMAR PANDE 
MADHU SUDAN DE 
KASHINATH PIRI 


ELECTORS : 


Constituency : 


223 - MIDNAPORE 


ZSEEEEE™SE 





19721 
11707 
6152 
5296 
1606 
308 
303 
194 


43.55% 
25.85% 
13.58% 
11.69% 
3.55% 
0.68% 
0.67% 
0.43% 


POLL PERCENTAGE : 57.81% VALID VOTES : 45287 
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No. 


nA WN 


95944 VOTERS : 53321 


CANDIDATE 


BANKIM BEHARI PAL 


KAMAKHAYA CHARAN GHOSH 


SAMIR ROY 
ANIMA BHATTACHARYA 
REAZUDDIN PATHAN 


ELECTORS : 


SEX 


ZEMTMEEE 


PARTY 


JNP 
CPI 
INC 
CPM 
IND 


VOTES 


17396 
13935 
11281 
8722 
896 


% 


33.31% 
26.68% 
21.60% 
16.70% 

1.72% 


POLL PERCENTAGE : 55.58% VALID VOTES : 52230 





Constituency : 


CAN DN fF WN 


105831 VOTERS : 42850 


224. KHARAGPUR TOWN 


SUDHIR DASSHARMA 
JATINDRA NATH MITRA 
GYAN SINGH SOHANPAL 
M. A. RAHMAN 


KAMESHWAR KUMAR SINGH 


JAGANATH DUTT 
JAHAR LAL PAUL 
CHANCHAL CHATTERJEE 


ELECTORS : 


SEEEEEESE 


22290202 
666246235 





SHH Hs 


Z 
o 


14396 
9872 
8919 
6792 
1341 

330 
204 
103 


34.31% 
23.53% 
21.26% 
16.19% 
3.20% 
0.79% 
0.49% 
0.25% 


POLL PERCENTAGE : 40.49% VALID VOTES : 41957 





Constituency : 


Nn BW YN 


78833 VOTERS : 43647 


225- KHARAGPUR RURAL 


SK. SIRAJ ALI 

DEBAN DAS 

LAKSHMI NARAYAN SEN 
ASWINI KUMAR DUTTA 
BIJOY KRISHNA PATRA 
JAMINI MAHATA 


ELECTORS : 


ZSEEEESE 


CPM 


CPI 
JNP 
INC 
IND 
IND 


11744 
11365 
8867 
6282 
4348 
161 


27.46% 
26.57% 
20.73% 
14.69% 
10.17% 

0.38% 


POLL PERCENTAGE : 55.37% VALID VOTES : 42767 





Constituency : 226- KESHIARI (ST) 


1. 
2. 
3% 
4. 


KHUDIRAM SINGH 
BUDHAN CHANDRA TUDU 
HAREKRISHMA SINGH 
MANGAL BASKEY 


ZEEE 


CPM 


INC 
JNP 
IND 


18492 
11244 
10663 

285 


45.45% 
27.64% 
26.21% 

0.70% 


ELECTORS : 75134 VOTERS : 41815 POLL PERCENTAGE : 55.65% VALID VOTES : 40684 





Constituency : 


NH Nn fF WN 


227. NARAYANGARH 


KRISHNA DAS ROY 
MIHIR KUMAR LAHA 
SURJYA KANTA MISHRA 
AMBUJ MAHAPATRA 
PANCHANAN PRODHAN 


ANIL KUMAR ROY MAHAPATRA 


76436 VOTERS : 49399 


ELECTORS : 


SEEEEE 


INC 
JNP 


CPM 


CPI 
SUC 
IND 


13772 
12613 
12343 


5186 


3719 
772 


28.45% 
26.06% 
25.50% 
10.71% 
7.68% 
1.59% 


POLL PERCENTAGE : 64.63% VALID VOTES : 48405 





Constituency : 


1 
2 
3. 
4 
5 


228 - DANTAN 


. PRADYOT KUMAR MAHANTI 
. DWIBEDI RABINDRA NATH 

MRINAL KANTI MAZUMDER 
. AMAL KUMAR SAHU 
BHABANI SANKAR CHATTERJEE 


ELECTORS : 79656 VOTERS : 50171 


ZSEEEZEE 


JNP 
CPI 


CPM 


INC 
IND 


20089 


16686 


5815 
5423 


1096 


40.91% 
33.98% 
11.84% 
11.04% 

2.23% 


POLL PERCENTAGE : 62.98% VALID VOTES : 49109 





Constituency : 229. NAYAGRAM (ST) 
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No. CANDIDATE SEX PARTY VOTES % 
1. BUDHADEB SINGH M CPM 9872 24.42% 
2. SUBODH HANSDA M = JNP 7344 18.17% 
3. LEBA TUDU M_ IND 7071 17.49% 
4. SANKAR TUDU M INC 5382 13.32% 
5. PURNA CHANDRA SAREN M~ CPI 4704 11.64% 
6. JAGATPATI HANSDA M_ IND 2168 5.36% 
7. BIRENDRA NATH MURMU M_ IND 2162 5.35% 
8. KISHNU MURMU M _  JKD 1717 4.25% 


ELECTORS : 80219 VOTERS : 41904 POLL PERCENTAGE : 52.24% VALID VOTES : 40420 


Constituency : 230. GOPIBALLAVPUR 





1. SANTOSH RANA MIND 13401 25.67% 
2. ABANI BHUSAN SATPATHI M CPM 11714 22.44% 
3. HARISH CHANDRA MAHAPATRA M INC 11042 21.15% 
4. DHANANJOY KAR M _ JNP 9208 17.64% 
5. BIKASH MAHATA M_ IND 5284 10.12% 
6. BHABATARAN JANA M_ IND 1561 2.99% 


ELECTORS : 87505 VOTERS : 53330 POLL PERCENTAGE : 60.95% VALID VOTES : 52210 
Constituency : 231. JHARGRAM 





1. RAM CHANDRA SATPATHY M CPM 21376 41.04% 
2. BIRENDRA BIJOY MALLA DEB M INC 12394 23.80% 
3. KALIPADA MAHATA M_ IND 8795 16.89% 
4. NIRAPADA BHAKAT M_ JNP 5983 11.49% 
5. HIMADRA CHAKRABARTY M_ IND 2806 5.39% 
6. PANCHKARI DE M_ IND 732 1.41% 


ELECTORS : 90838 VOTERS : 53329 POLL PERCENTAGE : 58.71% VALID VOTES : 52086 
Constituency : 232- BINPUR (ST) 





1. SAMBHUNATH MANDI M CPM 11471 28.68% 
2. DAKHIN MURMU M_ JNP 9920 24.80% 
3. PANCHANAN HANSDA M INC 8548 21.37% 
4. JOYRAM SAREN M~ CPI 5909 14.78% 
5. SHYAM CHARAN MURMU M _  JKD 3984 9.96% 
6. SURYYA KANTA MURMU M_ IND 161 0.40% 


ELECTORS : 85910 VOTERS : 41004 POLL PERCENTAGE : 47.73% VALID VOTES : 39993 


Constituency : 233. BANDUAN (ST) 


1. SUDHANGSHU SEKHAR MAJHI M CPM 12165 33.87% 
2. BUDDESWAR MAJHI M INC 8721 24.28% 
3. MAHADEV HANSDA M _ JNP 8625 24.02% 
4. CHITTA RANJAN SINHA M_ IND 2708 7.54% 
5. GOMASTA PRASAD SAREN M_ IND 2231 6.21% 
6. JAGARAN SAREN M_ IND 1462 4.07% 


ELECTORS : 81504 VOTERS : 36841 POLL PERCENTAGE : 45.20% VALID VOTES : 35912 


Constituency : 234. MANBAZAR 


1. NAKUL CHANDRA MAHATA M CPM 22699 43.52% 
2. SITARAM MAHATO M_— INC 18963 36.36% 
3. SATYAKINKAR SEN M_ JNP 6513 12.49% 
4. BHUBAN SINGH SARDAR M_ IND 3982 7.63% 
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ELECTORS : 91952 VOTERS : 53361 POLL PERCENTAGE : 58.03% VALID VOTES : 52157 
Constituency : 235. BALRAMPUR (ST) 





1. BIKRAM TUDU M CPM 18677 53.17% 
2. RUP SINGH MAJHI M_ INC 9433 26.86% 
3. HIRU SINGH SARDAR M_ JNP 6511 18.54% 
4. AJOY MAJHI M_ IND 504 1.43% 


ELECTORS : 76604 VOTERS : 35913 POLL PERCENTAGE : 46.88% VALID VOTES : 35125 
Constituency : 236- ARSA 





1. DAMAN CHANDRA KUIRY M ~~ FBL 22800 48.41% 
2. TILAKESHWAR MAJHI M _ JNP 8722 18.52% 
3. NITAI DESHMUKH M_— INC 7079 15.03% 
4. SADHU BANERJEE M SUC 6440 13.68% 
5. HARIPADA MAHATO M_ IND 864 1.83% 
6. SARAT KUMAR CHAKRABARTY M_ IND 663 1.41% 
7, MAJHI KISTA M_ IND 470 1.00% 
8. KARUNA BIDHAN ROY M_ IND 55 0.12% 





ELECTORS : 84806 VOTERS : 48374 POLL PERCENTAGE : 57.04% VALID VOTES : 47093 
Constituency : 237. JHALDA 





1. SATYA RANJAN MAHATO M~ FBL 22150 50.79% 
2. SUBHAS CHANDRA MAHATO M INC 10628 24.37% 
3. SUNIL KUMAR M_ IND 6388 14.65% 
4. BIJAY KRISHNA MAHATO M_ JNP 1465 3.36% 
5. RAMESWAR MAHATO M_ IND 1115 2.56% 
6. KRISHAN LAL AGARWAL M_ IND 521 1.19% 
7. SRIDHAR MAHATO M_ IND 514 1.18% 
8. KRISHA CHOWDHURY M_ IND 489 1.12% 
9. BANSIDHAR MAHATO M_ IND 176 0.40% 
10. DEBILAL MAHATO M_ IND 110 0.25% 
11. KANTHIRAM MAHATO M_ IND 58 0.13% 








ELECTORS : 81012 VOTERS : 44386 POLL PERCENTAGE : 54.79% VALID VOTES : 43614 
Constituency : 238. JAIPUR 








1. RAM KRISHNA MAHATO M_ INC 13195 35.91% 
2. CHAKRADHAR MAHATO M_ JNP 11312 30.78% 
3. SURESWAR SAHU M~ FBL 6323 17.21% 
4. PADMA LOCHAN MAHATO M_ IND 3039 8.27% 
5. UMESH MAHATO M_ IND 1984 5.40% 
6. SUDARSHAN MAHATO M_ IND 690 1.88% 
7. JAGDISH CHANDRA KALIRANJAN MAHATO M_ IND 206 0.56% 


ELECTORS : 79456 VOTERS : 37588 POLL PERCENTAGE : 47.31% VALID VOTES : 36749 
Constituency : 239. PURULIA 


1. MAHADEB MUKHERJEE M CPM 18540 42.77% 
2. SANAT KUMAR MUKHERJEE M_ IND 10764 24.83% 
3. DHIRENDRA NATH BHATTACHARYYA M _ JNP 5911 13.63% 
4. SHYAM MAHATO M_ IND 4338 10.01% 
5. KALPANA KHAN F INC 2734 6.31% 
6. DEB KUMAR CHAKRABARTY M_ IND 1066 2.46% 
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% 


ELECTORS : 89045 VOTERS : 44348 POLL PERCENTAGE : 49.80% VALID VOTES : 43353 





Constituency : 240. PARA (SC) 
1. GOBINDA BAURI M CPM 9185 26.91% 
2. SARAT CHANDRA DAS M INC 7107 22.58% 
3. SAILEN BAURI M SUC 6692 19.61% 
4. TARA BAURI F JNP 5949 17.43% 
5. GOPAL CHANDRA DOME M IND 1502 4.40% 
6. SAHADEB BAURI M IND 1187 3.48% 
7. KALIPADA RAJOWARD M IND 1016 2.98% 
8. BISWESWAR BAURI M IND 892 2.61% 





ELECTORS : 86766 VOTERS : 35026 POLL PERCENTAGE : 40.37% 


Constituency : 241- RAGHUNATHPUR (SC) 


VALID VOTES : 34130 


1. BIIOY BAURI M_ SUC 9453 28.41% 
2. NEPAL BAURI M _ JNP 9112 27.39% 
3. PRAHLAD BAURI M CPM 8546 25.69% 
4. DURGADAS BAURI M_ INC 6159 18.51% 


ELECTORS : 78957 VOTERS : 34097 POLL PERCENTAGE : 43.18% 


VALID VOTES : 33270 





Constituency : 242. KASHIPUR (ST) 


78765 VOTERS : 35359 


ELECTORS : 


1. SURENDRA NATH MAJHI M CPM 9534 27.75% 
2. RAMPADA MAJHI M_ JNP 7601 22.12% 
3. RAJEN MAJHI M INC 7061 20.55% 
4. BABILAL MAJHI M~ CPI 6509 18.94% 
5. SHYAMAPADA MAJHI M SUC 1723 5.01% 
6. SHRABAN KR. TUDU M IND 840 2.44% 
7. BHUBA ( BHATAN ) MAJHI M_ IND 627 1.82% 
8. BUDHAN MAJHI M_ IND 465 1.35% 


POLL PERCENTAGE : 44.89% VALID VOTES : 34360 





Constituency : 243. HURA 
1. AMBARISH MUKHOPADHYAY M CPM 10445 28.29% 
2. RAJ RAJESHWARI PRASAD SINGHADEO M JNP 9824 26.61% 
3. SATADAL MAHATO M INC 8017 21.71% 
4. DULAL HEMBRAM M SUC 5255 14.23% 
5. BANESWAR MAHATO M IND 1858 5.03% 
6. SHANKAR HALDAR M IND 1027 2.78% 
7. SHAKTIPADA MUKHERJEE M IND 355 0.96% 
8. KARALI PADA PATI M IND 143 0.39% 





ELECTORS : 80693 VOTERS : 37826 POLL PERCENTAGE : 46.88% VALID VOTES : 36924 





Constituency : 244. TALDANGRA 
1. MOHINI MOHAN PANDA M CPM 35564 59.54% 
2. PHANI BHUSAN SINGHABABU M INC 12802 21.43% 
3. DEBADIDEB SINGH MAHAPATRA M JNP 10634 17.80% 
4. DHIRENDRA NATH LAYEK M IND 733 1.23% 


ELECTORS : 94821 VOTERS : 60880 


POLL PERCENTAGE : 64.21% VALID VOTES : 59733 





Constituency : 245. RATPUR (ST) 
1. APINDRA KISKU M CPM 21234 44.28% 
2. GANGADHAR MURMU M INC 10446 21.78% 
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No. 


3 
4. 
5 
6. 


CANDIDATE 


. BHABATOSH SOREN 


MAJHI SOREN 


. SHAMBHU NATH HEMBRAM 


ANIL KAYDA 


SEX 


ZEEE 


PARTY 


JNP 
CPI 
IND 
IND 


VOTES 


9138 
3831 
2785 

520 


% 


19.06% 
7.99% 
5.81% 
1.08% 


ELECTORS : ELECTORS: 95562 }VOTERS : 49069 | 49069 IPOLL PERCENTAGE : 51.35% | PERCENTAGE : 51.35% VALID }VALID VOTES: 47954 | }VALID VOTES: 47954 | 


Constituency : 


1 
2 
3. 
4 


246 - RANIBANDH (ST) 
. SUCHAND SOREN 
. JADUNATH MURMU 


BABULAL HEMBRAM 


. RAGHUNATH HEMBRAM 


ZEEE 


CPM 
JNP 
INC 
IND 


26809 
8727 
3892 
2297 


64.25% 
20.92% 
9.33% 
5.51% 


ELECTORS : 89166 VOTERS : 42601 POLL PERCENTAGE : 47.78% VALID VOTES : 41725 


Constituency : 


1 
2 
3: 
4 


247 - INDPUR (SC) 


. BINODE BEHARI MAJI 
. RADHARAMAN MOI 


GOUR CHANDRA LOHAR 


. BALARAM BAURI 


ZEEE 


JNP 
BBC 
INC 
IND 


21864 
15727 
7453 
1349 


47.13% 
33.90% 
16.06% 

2.91% 


ELECTORS : 93100 VOTERS : 47629 POLL PERCENTAGE : 51.16% VALID VOTES : 46393 





Constituency : 


IR: PONS 


248 - CHHATNA 
SUBHAS GOSWAMI 


KAMALAKANTA HEMBRAM 


SUDARSAN SINGH 
ARUN KIRAN BARAT 
KASHI NATH MISHRA 


ZSEEEE 


RSP 
INC 
JNP 
SUC 
IND 


11833 
10974 
10909 
3456 
1934 


30.26% 
28.06% 
27.90% 
8.84% 
4.95% 


ELECTORS: 85518 | 85518 |VOTERS : 40167 40167 IPOLL PERCENTAGE : 46.97% | PERCENTAGE : 46.97% VALID }VALID VOTES: 39106 | }VALID VOTES: 39106 | 106 


Constituency : 249. GANGAJALGHATI (SC) 


1. NABANI BARUI M CPM 30188 67.19% 
2. SAKTIPADA MAJI M_— INC 8861 19.72% 
3. SANKARSAN BAURI JNP 5878 13.08% 


ELECTORS : ELECTORS: 90675 | }VOTERS : 46120 | 46120 IPOLL PERCENTAGE : 50.86% | PERCENTAGE : 50.86% VALID }VALID VOTES: 44927 }VALID VOTES: 44927 


Constituency : 250. BARJORA 





1. ASWINI KUMAR RAJ M CPM 37104 63.62% 
2. SUDHANGSHU SEKHAR TEWARI M INC 11982 20.55% 
3. ARUN PRAKASH CHATTOPADHYAY M_ JNP 8180 14.03% 
4. GAUR GOPAL GHOSH M_ IND 1051 1.80% 


ELECTORS : 96827 VOTERS : 59573 POLL PERCENTAGE : 61.53% VALID VOTES : 58317 


Constituency : 251. BANKURA 





1. PARTHA DE M CPM 20682 45.63% 
2. ANANDI KUNDU M _ JNP 9925 21.90% 
3. SHASNKA SHIT M~ CPI 5423 11.97% 
4. ABANI BHUSAN MISRA M_ INC 4376 9.66% 
5. KRISHNA CHANDRA PAL M_ IND 2974 6.56% 
6. KASHI NATH MISRA M_ IND 1696 3.74% 
7. DILIP KUMAR GHOSH M_ IND 247 0.54% 


ELECTORS: 53201 | 53201 |VOTERS: 46361 _—| 46361 IPOLL PERCENTAGE : 87.14% | PERCENTAGE : 87.14% VALID }VALID VOTES: 45323 | }VALID VOTES: 45323 | 


Constituency : 252. ONDA 
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No. CANDIDATE SEX PARTY VOTES % 
1. ANIL MUKHERJEE M~ FBL 16225 33.79% 
2. SAMBHU NARAYAN GOSWAMI M INC 14074 29.31% 
3. ASIT SENGUPTA M_ JNP 12967 27.00% 
4. TARAPADA DANA M_ IND 1814 3.78% 
5. BASUDEO BAJORIA M_ IND 1052 2.19% 
6. SUKUMAR PAL M_ IND 1008 2.10% 
7. SUBHAS CHATTOPADHYAY M_ IND 500 1.04% 
8. BIMALANANDA MUKHOPADHYAY ( BHIM ) M_ IND 383 0.80% 








ELECTORS: 94141 94141 }VOTERS : 49186 | 49186 IPOLL PERCENTAGE : 52.25% | PERCENTAGE : 52.25% VALID /VALID VOTES: 48023 | /VALID VOTES: 48023 | 


Constituency : 253. VISHNUPUR 





1. ACHINTYA KRISHNA ROY M CPM 22511 52.23% 
2. ARDHENDU MITRA M INC 11099 25.75% 
3. JANARDHAN MISRA M _ JNP 9109 21.13% 
4. DWARKADAS RATHI M_ IND 383 0.89% 


ELECTORS: 76815 | 76815 |VOTERS: 44133 44133 IPOLL PERCENTAGE : 57.45% | PERCENTAGE : 57.45% VALID }VALID VOTES: 43102 | }VALID VOTES: 43102 | 102 


Constituency : 254. KOTULPUR 





1. GUNADHAR CHOUDHARY M CPM 24429 50.95% 
2. AKSHAY KUMAR KOLEY M_ INC 13731 28.64% 
3. SANATAN DEY M _ JNP 6648 13.86% 
4. ALTAZUDDIN MONDAL M_ IND 1809 3.77% 
5. UMAPADA GHOSH M_ IND 801 1.67% 
6. PANCHANNAN GHOSH M_ IND 532 1.11% 


ELECTORS : 76500 VOTERS : 48805 POLL PERCENTAGE : 63.80% VALID VOTES : 47950 


Constituency : 255. INDAS (SC) 








1. BADAN BORA M CPM 27887 63.14% 
2. NABADURGA M = JNP 8849 20.03% 
3. SANATAN SANTRA INC 7433 16.83% 


ELECTORS: 78437 78437 }VOTERS : 45019 | 45019 IPOLL PERCENTAGE : 57.40% | PERCENTAGE : 57.40% VALID !VALID VOTES: 44169 | !VALID VOTES: 44169 | 169 


Constituency : 256. SONAMUKHI (SC) 





1. SUKHENDU KHAN M CPM 26288 52.75% 
2. KANAI SAHA M = JNP 11003 22.08% 
3. GURUPADA KHAN M_ INC 9678 19.42% 
4. ABINASH CHANDRA ROY M_ IND 2619 5.26% 
5. ABANI KUMAR SAHA M_ IND 247 0.50% 


ELECTORS: 78761 | 78761 }VOTERS : 50737 50737 IPOLL PERCENTAGE : 64.42% | PERCENTAGE : 64.42% VALID }VALID VOTES: 49835 | }VALID VOTES: 49835 | 


Constituency : 257. KULTI 





1. MADHU BANERJEE M MEFB 12492 34.30% 
2. GHATAK SIBDAS M_ INC 12116 33.27% 
3. RAMDAS BANERJEE M_ JNP 5796 15.92% 
4. NITISH SETT M~ CPI 4429 12.16% 
5. HIRALAL PODDAR M_ IND 1051 2.89% 
6. MADHAB KUMAR CHATTERJEE MIND 534 1.47% 


ELECTORS : ELECTORS: 91780 | VOTERS : }VOTERS : 37358 | 8 IPOLL PERCENTAGE : 40.70% | PERCENTAGE : 40.70% VALID }VALID VOTES: 36418 | }VALID VOTES: 36418 | 


Constituency : 258- BARABANI 


1. SUNIL BASU ROY M CPM 22514 49.58% 
2. SUKUMAR BANDOPADHYA M_ INC 15674 34.52% 
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No. 


3. 
4. 


CANDIDATE 


MANINDRA NATH BOSE 
GOBARDHAN THAKUR 


SEX PARTY 
M_ JNP 
IND 


VOTES 


6865 
354 


% 


15.12% 
0.78% 


ELECTORS: 105822 105822 }VOTERS: 46512 46512 POLL PERCENTAGE : 43.95% | PERCENTAGE : 43.95% VALID }VALID VOTES: 45407 | }VALID VOTES: 45407 | 





Constituency : 


DAY REN: NO IS 


259. HIRAPUR 
BAMAPADA MUKHERJEE 
SANTIMOY AICH 


TARAK NATH CHAKRABARTY 


SIBAPADA GHOSH 
SHEO MALLICK 
HIMANGSU CHATTORAJ 


CPM 
INC 
JNP 
IND 
IND 
IND 


ZSEEEESE 


24021 
9162 
6190 

818 
755 
31 


58.62% 
22.36% 
15.11% 
2.00% 
1.84% 
0.08% 


ELECTORS : ELECTORS: 92700 | }VOTERS : 41775 41775 IPOLL PERCENTAGE : 45.06% | PERCENTAGE : 45.06% VALID }VALID VOTES: 40977 | }VALID VOTES: 40977 | 


Constituency : 


1 
2 
3. 
4 


260 - ASANSOL 


. HARADHAN ROY 

. GOPIKARANJAN MITRA 
JAGADISH PARASAD KEDIA 
. NIRANJAN DIHIDAR 


CPM 
INC 
JNP 
CPI 


ZEEE 


17474 
12557 
5847 
1631 


46.59% 
33.48% 
15.59% 

4.35% 


ELECTORS : 104728 VOTERS : 38170 POLL PERCENTAGE : 36.45% VALID VOTES : 37509 





Constituency : 


1 
2 
3. 
4 


261- RANIGANJ 


. HARADHAN ROY 
. SAROJAKSHA MUKHERJEE 


AMAR NATH KESHRI 


. SUNIL SEN 


CPM 
INC 
JNP 
CPI 


ZEEE 


24570 
6156 
5348 
5276 


59.42% 
14.89% 
12.93% 
12.76% 


ELECTORS : 97953 VOTERS : 42389 POLL PERCENTAGE : 43.27% VALID VOTES : 41350 





Constituency : 


1 
2 
3., 
4 


262- JAMURIA 


. BIKASH CHOWDHURY 
. CHANDRA SEKHAR BANDOPADHYA 


JAYANTA PODDAR 


. SANKAR CHANDRA ROY 


CPM 
INC 
JNP 
IND 


ZEEE 


20582 
9092 
8951 

805 


52.20% 
23.06% 
22.70% 

2.04% 


ELECTORS : 90728 VOTERS : 40565 POLL PERCENTAGE : 44.71% VALID VOTES : 39430 





Constituency : 


1 
2 
3 
4 


263 - UKHRA (SC) 


. LAKHAN BAGDI 
. GOPAL MONDAL 


CHANDRA NATH BOURI 


. NEHAL CHANDRA BOURI 


CPM 
INC 
JNP 
IND 


ZEEE 


21714 
12714 
6400 
429 


52.63% 
30.82% 
15.51% 

1.04% 


ELECTORS : 99639 VOTERS : 42403 POLL PERCENTAGE : 42.56% VALID VOTES : 41257 





Constituency : 


ON Oe ON 


264- DURGAPUR-I 
DILIP KUMAR MAJUNDAR 
TAPAN DAS GUPTA 


MONORANJAN CHATTERJEE 


SUBHASIS SEN 


NIRODA PROSAD MUKHERJEE 


MONORANJAN BOSE 


CPM 
INC 
JNP 
SUC 
IND 
IND 


SEZEEESE 


27697 
9992 
5147 
3082 

533 
222 


59.34% 
21.41% 
11.03% 
6.60% 
1.14% 
0.48% 


ELECTORS: 123059 | 123059 |VOTERS : 47367 47367 POLL PERCENTAGE : 38. IPOLL PERCENTAGE : 38.49% | VALID }VALID VOTES: 46673 | }VALID VOTES: 46673 | 





Constituency : 
1. 


265 - DURGAPUR-II 


TARUN CHATTERJEE 


M CPM 


34287 


64.06% 
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No. CANDIDATE SEX PARTY VOTES % 


2. AJIT BANERJEE M_— INC 12472 23.30% 
3. NAKARI MUKHERJEE M _ JNP 5585 10.43% 
4. KAPILDEO RAM M_ IND 982 1.83% 
5. TIMIRBARAN SENGUPTA MIND 199 0.37% 


ELECTORS: 144715 | 144715 }VOTERS : 54269 | 54269 IPOLL PERCENTAGE : 37.50% | PERCENTAGE : 37.50% VALID }VALID VOTES: 53525 | }VALID VOTES: 53525 | 3525 


Constituency : 266. KANKSA (SC) 


1. LAKSHINARAYAN SAHA M CPM 28601 63.54% 
2. SAMIR KUMAR SAHA M_— INC 9885 21.96% 
3. HARADHAN MONDAL M _ JNP 5213 11.58% 
4. NARAPATI BOURI M_ IND 853 1.90% 
5. CHITTARANJAN SARKAR M_ IND 461 1.02% 


ELECTORS: 80811 80811 VOTERS : }VOTERS : 45949 POLL PERCENTAGE : 56.86% VALID VOTES : 45013 


Constituency : 267- AUSGRAM (SC) 


1. SHREEDHAR MALIK M CPM 33427 67.49% 
2. MADAN LOHAR M_ JNP 9044 18.26% 
3. ANNADA PROSAD DHARA INC 7055 14.25% 


ELECTORS: 86319 | 86319 }VOTERS : 50595 50595 IPOLL PERCENTAGE : 58.61% | PERCENTAGE : 58.61% VALID /VALID VOTES: 49526 | /VALID VOTES: 49526 | 


Constituency : 268. BHATAR 





1. BHOLANATH SEN M INC 29324 56.52% 
2. SAKTIPADA CHATTOPADHYA M~ FBL 20587 39.68% 
3. PROVAT BANERJEE JNP 1969 3.80% 


ELECTORS: 88047 88047 }VOTERS : 52852 52852 IPOLL PERCENTAGE : 60.03% | PERCENTAGE : 60.03% VALID /VALID VOTES: 51880] /VALID VOTES: 51880] 1880 


Constituency : 269. GALSI 





1. DEBRANJAN SEN M_ FBL 26613 62.28% 
2. NIRADENDU KONER M INC 8075 18.90% 
3. SUNIRMAL CATTOPADHYA M~ CPI 4987 11.67% 
4. MRITYUNIJOY DUTTA M_ JNP 2993 7.00% 
5. SUDHIR KUMAR CHATTOPADHYA M_ IND 63 0.15% 


ELECTORS: 85413 85413 }VOTERS : 43623 43623 IPOLL PERCENTAGE : 51.07% | PERCENTAGE : 51.07% VALID }VALID VOTES: 42731 }VALID VOTES: 42731 1 


Constituency : 270- BURDWAN NORTH 





1. DWARKA NATH TAH M CPM 35702 65.54% 
2. SUDHIR CHANDRA DAWN M_ INC 11336 20.81% 
3. SUNIL KUMAR CHOWDHURY JNP 7439 13.66% 


ELECTORS: 94711 94711 }VOTERS: 55516 | 55516 IPOLL PERCENTAGE : 58.62% | PERCENTAGE : 58.62% VALID }VALID VOTES: 54477] }VALID VOTES: 54477] 


Constituency : 271. BURDWAN SOUTH 





1. BENOY KRISHNA CHOWDHRY M CPM 29115 51.84% 
2. PRADIP BHATTACHARYYA M_ INC 16731 29.79% 
3. BARUN CHANDRA DUTTA JNP 10315 18.37% 


ELECTORS: 131198 | 131198 VOTERS : }VOTERS : 56978 | IPOLL PERCENTAGE : 43.43% | PERCENTAGE : 43.43% VALID /VALID VOTES: 56161 | /VALID VOTES: 56161 | 


Constituency : 272. KHANDAGHOSH (SC) 


1. PURNA CHANDRA MALIK M CPM 29446 59.28% 
2. MONORANJAN PRAMANIK M_ INC 15322 30.84% 
3. GOBARDHAN PAKRAY JNP 4907 9.88% 


ELECTORS: 82743 82743 }VOTERS : 50518 | 50518 IPOLL PERCENTAGE : 61.05% | PERCENTAGE : 61.05% VALID }VALID VOTES: 49675 | }VALID VOTES: 49675 | 
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Constituency : 


No. CANDIDATE 


273- RAINA 


1. RAM NARAYAN GOSWAMI 
2. AJIT KRISHNA BHATTACHARYA 


3. DASARATHI TAH 


SEX 


M CPM 
M_ INC 
JNP 


PARTY 


VOTES 


33135 
11633 
7500 


% 


63.39% 
22.26% 
14.35% 


ELECTORS: 90231 90231 }VOTERS : 53044 | 53044 IPOLL PERCENTAGE : 58.79% | PERCENTAGE : 58.79% VALID }VALID VOTES: 52268 | }VALID VOTES: 52268 | 





Constituency : 274. JAMALPUR (SC) 
1. SUNIL SANTRA M MFB 20470 48.01% 
2. PURANJOY PRAMANIK M INC 14195 33.29% 
3. GOPAL CHANDRA DAS M JNP 7972 18.70% 
Constituency : 275. MEMARI 
1. BENOY KONAR M CPM 36230 65.19% 
2. SURYA NARAYAN PAL M JNP 9873 17.77% 
3. NABA KUMAR CHATTOPADHA M INC 7615 13.70% 
4. HAMAINUR RAHMAN M IND 1855 3.34% 


ELECTORS : 95501 VOTERS : 56720 POLL PERCENTAGE : 59.39% VALID VOTES : 55573 





Constituency : 


1 
2. 
3. 


276- KALNA 


. GURUPRASAD SINHA ROY 


DEBENDRA BEJOY GHOSH 
NURUL ISLAM 


M CPM 
M_ JNP 
INC 


31826 
13074 
11868 


56.06% 
23.03% 
20.91% 


ELECTORS: 89342 89342 }VOTERS : 57621 | 57621 IPOLL PERCENTAGE : 64.49% | PERCENTAGE : 64.49% VALID |VALID VOTES: 56768 | |VALID VOTES: 56768 | 





Constituency : 


1 
2 
3. 
4. 


277 - NADANGHAT 


. SYED ABDUL HABIBULLAH 
. BISWANATH BASU 


BINOD BIHARI DEBNATH 


PARESH CHANDRA GOSWAMI 


CPM 
INC 
JNP 
IND 


SEES 


35814 
12461 
6125 
115 


65.70% 
22.86% 
11.24% 

0.21% 


ELECTORS: 82365 | 82365 }VOTERS : 55370 | 55370 IPOLL PERCENTAGE : 67.23% | PERCENTAGE : 67.23% VALID }VALID VOTES: 54515 | }VALID VOTES: 54515 | 15 


Constituency : 278. MANTESWAR 





1. HEMANTA KUMAR ROY M CPM 31298 63.57% 
2. TUHIN KUMAR SAMANTA M _— INC 11848 24.07% 
3. TRIPTIROY JNP 6087 12.36% 


ELECTORS: 86732 86732 }VOTERS : 50279 | 50279 IPOLL PERCENTAGE : 57.97% | PERCENTAGE : 57.97% VALID }VALID VOTES: 49233 | }VALID VOTES: 49233 | 


Constituency : 279. PURBASTHALI 
1. MANORANJAN NATH M CPM 35293 66.00% 
2. RAMA DEBI EF JNP 12345 23.08% 
3. NARUNNESA SATTAR F INC 5542 10.36% 
4. DAYAL HARI DAS MIND 297 0.56% 


ELECTORS: 83508 | 83508 }VOTERS : 54522 | 54522 IPOLL PERCENTAGE : 65.29% | PERCENTAGE : 65.29% VALID }VALID VOTES: 53477] }VALID VOTES: 53477] 3477 





Constituency : 


1, 
jie 
3. 


280- KATWA 
HARAMOHAN SINHA 
NITYANANDA THAKUR 
SUBRATA MUKHERJEE 


M CPM 
M_ JNP 
INC 


36290 
12556 
10496 


61.15% 
21.16% 
17.69% 


ELECTORS : ELECTORS: 96858 | }VOTERS : 60332 | 60332 IPOLL PERCENTAGE : 62.29% | PERCENTAGE : 62.29% VALID }VALID VOTES: 59342 | }VALID VOTES: 59342 | 
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Constituency : 281. MANGALKOT 
1. NIKHILANANDA SAR 
2. MADAN CHOWDHURY 
3. SADANANDA CHATTARAJ 
4. MALLICK MOZAMMEL HAQUE 


SEX 


ZEEE 


PARTY 


CPM 
JNP 
INC 
MUL 


VOTES 


29638 
14037 
4147 
897 


% 


60.83% 
28.81% 
8.51% 
1.84% 


ELECTORS: 81622 | 81622 }VOTERS : 49727 | 49727 IPOLL PERCENTAGE : 60.92% | PERCENTAGE : 60.92% VALID }VALID VOTES: 48719 | 4871 }VALID VOTES: 48719 | 


Constituency : 282. KETUGRAM (SC) 
1. RAICHARAN MAJHI 
2. PRAVAKAR MANDAL 
3. BADAL CHANDRA SAHA 


M 
M 


CPM 
INC 
JNP 


29196 
9192 
8866 


61.79% 
19.45% 
18.76% 


ELECTORS: 86034 86034 }VOTERS : 48141 | 48141 POLL PERCENTAGE : 55. IPOLL PERCENTAGE : 55.96% | VALID /VALID VOTES: 47254 /VALID VOTES: 47254 


Constituency : 283. NANUR (SC) 
1. BANAMALI DAS 
2. DULAL SAHA 
3. KEBAL RAM HAZRA 
4. SRISTIDHAR JASH 


ZEEE 


CPM 
INC 
JNP 
IND 


27107 
7993 
7657 

240 


63.04% 
18.59% 
17.81% 

0.56% 


ELECTORS: 83028 | 83028 }VOTERS : 44072 44072 IPOLL PERCENTAGE : 53.08% | PERCENTAGE : 53.08% VALID }VALID VOTES: 42997 | }VALID VOTES: 42997 | 


Constituency : 284. BOLPUR 

JYOTSNA KUMAR GUPTA 
GEURHARI CHANDRA 

ANIL KUMAR CHATTOPADHYAY 
KRISHNAPADA SINHA ROY 
BIRENDRA CHANDRA GHOSH 


Le ABS 8S 2 


SE EEE 


RSP 
INC 
JNP 
CPI 

IND 


15330 
9676 
7053 
3064 
1913 


41.39% 
26.13% 
19.04% 
8.27% 
5.17% 


ELECTORS: 75484 75484 }VOTERS : 37865 | 37865 IPOLL PERCENTAGE : 50.16% | PERCENTAGE : 50.16% VALID /VALID VOTES: 37036] /VALID VOTES: 37036] 


Constituency : 285. LABHPUR 

SUNIL KUMAR MAZUMDAR 

EUNIS MALLICK 

SUKHENDRA KUMAR ROY 
NIRMAL KRISHNA SINHA 

BYOM SANMAR SEN 

RAM KUMAR SEN 

SK. SAMANI 

NARAYAN CHANDRA PATRA 
SANAT KUMAR CHATTOPADHYAY 


NO OO 2ST. ONE OU en 2 NS, 


SEEESEEREEE 





18853 
7016 
4683 
2263 

641 
622 
478 
445 
182 


53.59% 
19.94% 
13.31% 
6.43% 
1.82% 
1.77% 
1.36% 
1.26% 
0.52% 


ELECTORS: 72707 72707 VOTERS : }VOTERS : 36183 183 IPOLL PERCENTAGE : 49.77% | PERCENTAGE : 49.77% VALID }VALID VOTES: 35183 | }VALID VOTES: 35183 | 183 





Constituency : 286- DUBRAJPUR 
BHAKTI BHUSAN MANDAL 
ENA YET KARIM CHOWDHURY 
SACHINANDAN SAU 
MAHAMMED JOBED 
KISHALAY DASGUPTA 


Oe Rt 


SEEEE 


FBL 
JNP 
INC 
IND 
IND 


21328 
9782 
3500 
1446 

601 


58.18% 
26.69% 
9.55% 
3.94% 
1.64% 


ELECTORS: 83674 83674 }VOTERS : 37475 | 37475 IPOLL PERCENTAGE : 44.79% | PERCENTAGE : 44.79% VALID }VALID VOTES: 36657 | }VALID VOTES: 36657 | 





Constituency : 287- RAJNAGAR (SC) 
1. SIDDHESWAR MANDAL 
2. JITEN KUMAR MONDAL 


FBL 
INC 


17823 
7110 


48.23% 
19.24% 
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3. GOPAL BAURI M_ JNP 5934 16.06% 
4. NABAGOPAL BAURI MIND 4040 10.93% 
5. PRAHLAD CHANDRA SAHA M_ IND 1158 3.13% 
6. BHUPEN DAS M SUC 888 2.40% 


ELECTORS : 89313 VOTERS : 37911 POLL PERCENTAGE : 42.45% VALID VOTES : 36953 
Constituency : 288- SURI 


1. SUNITI CHATTARAJ M_— INC 17386 34.31% 
2. ARUN KUMAR CHOWDHURY M CPM 13712 27.06% 
3. PROTIMA MUKHERJEE F SUC 9880 19.50% 
4. HAZI ABDUL MOTALIB M IND 5442 10.74% 
5. DEBRANJAN MUKHOPADHYAY M_ JNP 2996 5.91% 
6. BASUDEO CHAKRABARTY M_ IND 815 1.61% 
7. SUDHINDRA KUMAR BATABYAL M_ IND 318 0.63% 
8. KALYAN KUMAR GHOSH M_ IND 126 0.25% 


ELECTORS : 86419 VOTERS : 51662 POLL PERCENTAGE : 59.78% VALID VOTES : 50675 
Constituency : 289. MAHAMMAD BAZAR 





1. DHIRENDRA NATH SEN M CPM 21073 50.11% 
2. NITAIPADA GHOSH M INC 12885 30.64% 
3. NIL RATAN GHOSH M _ JNP 4975 11.83% 
4. ALOK KUMAR SADHU M_ IND 1383 3.29% 
5. JITEN MANDAL M_ IND 636 1.51% 
6. AMAR BANERJEE M_ IND 466 1.11% 
7. NITYARANJAN BANDHOPADHYAY M_ IND 466 1.11% 
8. AJOY KUMAR NANDAN MIND 166 0.39% 





ELECTORS : 80137 VOTERS : 43001 POLL PERCENTAGE : 53.66% | | VALID VOTES: 42050 
Constituency : 290. MAYURESWAR (SC) 





1. PANCHANAN LET (BARA) M CPM 16665 47.63% 
2. GUNAKAR MANDAL M_ JNP 8721 24.93% 
3. LAL CHAND FULMANI M~ CPI 4760 13.60% 
4. GOLAK PATI MANDAL M _— INC 4531 12.95% 
5. NARAYAN CHANDRA DAS M_ IND 311 0.89% 


ELECTORS : 71752 VOTERS : __ 35982 POLL PERCENTAGE : _ 46.28% | [VALID VOTES: 34988 
Constituency : 291- RAMPURHAT 


1. SHANSHAKA SEKHAR MONDAL M~ FBL 13798 33.48% 
2. TAPAS KUMAR MUKHOPADHYAY M _ JNP 7273 17.65% 
3. ABDUL KASEM KHAN M_ IND 5967 14.48% 
4. ANANDA GOPAL ROY M INC 5606 13.60% 
5. SATYANARAYAN SAHA M_ IND 3983 9.66% 
6. SAYED SHAH NAWAJ M_ IND 1730 4.20% 
7. ANUP KUMAR BANERJEE M_ IND 1096 2.66% 
8. SITANATH MAL M_ IND 853 2.07% 
9. BIMAL KUMAR DAS M_ IND 553 1.34% 
10. SUSHIL KUMAR CHATTOPADHYA M_ IND 357 0.87% 





ELECTORS : 80537 VOTERS : 42079 POLL PERCENTAGE : 52.25% VALID VOTES : 41216 


Constituency : 292. HANSAN (SC) 
1. TRILOCHAN MAL M RCI 14883 39.60% 
2. ASIT KUMAR MAL M IND 6894 18.34% 
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3. MANIK CHANDRA MANDAL M_ JNP 5168 13.75% 
4. BAIDYA NATH MAL M_ SUC 3593 9.56% 
5. RAM NATH SHARAMA M_ IND 3275 8.71% 
6. DHANNPANI MAL M INC 2432 6.47% 
7, MAHAPRASAD SAHA M_ IND 1216 3.24% 
8. MRITYUNJOY MANDAL MIND 125 0.33% 


ELECTORS : 76868 VOTERS : 38529 POLL PERCENTAGE : 50.12% VALID VOTES : 37586 


Constituency : 293. NALHATI 


1. BHABAUI PRASAD CHATTOPADYAY M~ FBL 17202 51.52% 
2. ABHOY CHARAN DAS M INC 7188 21.53% 
3. ALIREZA M_ JNP 5185 15.53% 
4. SIRAJUDDULLA M_ IND 1853 5.55% 
5. AMAR ENDRANATH OJHA M_ IND 1176 3.52% 
6. MD. SHEFORID M_ IND 392 1.17% 
7. BASISTHA KONAI M_ IND 323 0.97% 
8. RABINDRA NATH DATTA M_ IND 68 0.20% 





ELECTORS : 70698 VOTERS : 34105 POLL PERCENTAGE : 48.24% VALID VOTES : 33387 
Constituency : 294. MURARAI 





1. MOTAHAR HOSSAIN M_ INC 24429 50.64% 
2. BAZLE AHAMMAD M CPM 16755 34.73% 
3. ZAID BOXI M SUC 5225 10.83% 
4. SUBODH KUMAR CHATTOPADHAY M_ JNP 1326 2.75% 
5. MD. MOHSON ALI M MUL 509 1.06% 


ELECTORS : T4195 VOTERS : 49580 POLL PERCENTAGE : 66.82% VALID VOTES : 48244 
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